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PREFACE. 



Fully realizing the meagreness of the available 
literature on the subject of telephone lines, I have 
written the following chapters in the hope that my 
experience may prove of benefit to others. I have 
not attempted to go into the subject of line construc- 
tion in any detail ; but as its omission would have 
left the book incomplete, I have given an outline of 
the methods of design and construction. I hope 
that the applied mechanics of line construction may 
be fully treated in the near future by someone fully 
competent to do so in the light of personal experi- 
ence. 

The subject of exchanges has been taken up prin- 
cipally to round out the scope of the book ; and for 
much of the matter under this head 1 am indebted 
to the writings of Messrs. A. S. Hibbard, F. A. Pick- 
ernell, and J. J. Carty. 

In covering the ground which comes most properly 
under the title, the properties of telephone lines, I 
have endeavored, so far as possible, to avoid mathe- 
matics, and to treat the subject in a way which would 
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prove most interesting and instructive to the general 
reader as well as to the student. Where it has 
seemed best to put in a mathematical demonstration, 
it has been put in a foot-note. 

The results of investigations in regard to the prop- 
erties of telephone lines, I have endeavored to state 
clearly in a general discussion. They are not sus- 
ceptible of tabulation, and the most important prop- 
erties it is impossible to formulate exactly. 

I have treated rather fully the questions of inter- 
ference with the telephone currents from outside 
sources, especially the troubles from electric rail- 
ways; for my practice in that direction, during the 
last four or five years, has been considerable, and en- 
ables me to deal with that subject in the light of 
personal experience. This question is still of con- 
siderable importance in this country, and its treat- 
ment here may be of assistance to managers of ex- 
changes in practical work. 

It was my intention that the book should be one 
which would prove useful to the practical man, as 
well as that it should serve as a basis for a lecture 
course to students. I have therefore thought it best 
to introduce some matter in which correct elementary 
ideas of matter and energy are developed, so as to 
lead up to the most modern conception of the 
method of propagation of electro-magnetic disturb- 
ances. 

In conclusion, I wish to express again my indebted- 
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ness to the writings of Messrs. Carty, Pickernell, and 
Hibbard, as well as to well-known works of Dr. 
Fleming, Dr. Lodge and others, and my further ob- 
ligation to Mr. Carty for the results of his experi- 
ments on static induction. 

William J. Hopkins. 

Philadelphia. 
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CHAPTER I. 

OVERHEAD CITY LINES. 

When, on the introduction of the telephone, it 
became necessary to construct lines for the transmis- 
sion of its currents, the knowledge of what were the 
requirements for an efficient telephone line was con- 
spicuously wanting. In regard to the properties of 
such a rapidly alternating current but little — in fact, 
practically, nothing — was known. The lines must 
be built, however; so by applying the small stock of 
knowledge which had been acquired in telegraphy, 
and by more or less skilful guessing, shift was made 
to get up something that would work, although not 
very well. Since that beginning rapid advances have 
been made in the improvement of apparatus, and no 
less rapid strides in the knowledge of what consti- 
tutes a good line. We are beginning to know, too, 
chiefly as the result of experiment, what are the char- 
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acteristics of the telephone current ; its magnitude, 
its effects on other currents and on itself, and the 
effects of external and internal conditions upon it ; 
what characteristics we wish to preserve, and what 
we wish to alter or destroy. From this knowledge, 
which is still very incomplete, we can to some extent 
determine the proper form, dimensions, and material 
to make use of in building a line; and it is most 
necessary that the maximum efficiency of transmis- 
sion should be obtained, for the most perfect appa- 
ratus can accomplish nothing if the requisite charac- 
teristics of its current are lost or destroyed. 

For a successful telephone system the first re- 
quisite is efficient service; and this can be obtained 
only by good construction and careful inspection and 
maintenance. I shall therefore take up, first, the de- 
sign and construction of the system. 

THE S\S1EM. 

The exchange, or central office, should, of course, 
be so situated that the total length of line to be 
erected shall be a minimum. It is seldom possible, 
however, to place the exchange in the most desirable 
location. The routes for the lines must be secured, 
and as the so-called "house-top " construction is not 
now considered good practice, the lines must run in 
streets, either on poles or under the surface. The 
method which has been found the best, and the most 
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economical for maintenance, is to run trunk-lines on 
poles or in conduits, as far as possible. From these 
main trunk-lines, of which there may be three or 
four, branches are run off at intervals, and the indi- 
vidual wires are distributed from definite points. 
Lines designed in this manner are much easier to 
maintain in good order than those put up in a hap- 
hazard way. If on poles, they are not so unsightly, 
and they do not form the net-work overhead of 
which there has been so much and such well-founded 
complaint. 

If the lines are underground, this is the only prac- 
tical way to run them. The cables, containing many 
wires or circuits, are laid in conduits underground, 
the branches being led off from the main trunk-lines 
in the same manner as in the case of pole-lines. At 
the proper points the distribution of wires is made 
on poles, the cables being led up the poles and con- 
nected in cable-boxes to the individual wires. 

In many systems, covering large areas, the sub- 
scribers may be divided to advantage into several 
groups. This is the case in all large cities where the 
distances are great, and where the communication be- 
tween different groups or classes of subscribers is not 
very frequent. In such cases the main exchange is 
so placed as to serve to the best advantage the busi- 
est districts. A sub-exchange is established for each 
outlying district, and is connected by a trunk-line of 
comparatively few wires with the main exchange. 
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This question of sub-exchanges has been much dis- 
cussed. The use of sub-exchanges saves a great deal 
of wiring, which is a very important consideration in 
cities where the available space for wires is limited. 
On the other hand, the use of sub-exchanges causes 
delay in makin;_j connections, and increases the lia- 
bilit)' to make mistakes. It will probably be neces- 
sary, however, to adhere to this plan, notwithstand- 
ing its disadvantages, as the question of space is the 
determining one. 

In the earlier days of the telephone it was a very 
common custom to place a number of subscribers on 
the same wire. In small exchanges, where the sub- 
scribers are somewhat scattered, and some at a con- 
sitlerable distance, this is still done to advantage; but 
in an exchange of any size the practice is usually not 
advisable, and, indeed, the old system of " looping- 
in " cannot be defended on any ground. Such an ar- 
rangement is prolific of bad service and trouble, and 
should be avoided wherever possible. 

When " party lines," so called, are used, they 
should be connected according to the " bridging- 
bell " method.* 

POLES. 

In the best construction of overhead trunk-lines 
the poles are preferably of white Canada cedar — 
sound, live wood— not less than six inches in diam- 

* Described on page 204. 
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eter at the top, and for city lines they should be a 
little larger than that. They should be stripped and 
shaved, and the gains for the cross-arms cut before 
setting ; and they should be set not less than six 
feet into the ground. In many cases the cross-arms 
may be bolted on before setting the pole. The pole 
is not subjected to any chemical treatment before 
setting; but, after setting, the poles in a city line 
should be given two coats of good paint, both for the 
looks of the line and for the preservation of the wood. 

The proper height of pole depends on the condi- 
tions met with. It is generally necessary to use a 
rather tall pole for city work, in order that the line 
may be thoroughly clear of the street, and not be too 
much of an obstruction to the adjoining buildings. 

The cross-arms should be of yellow pine, well 
coated with a mineral paint of good insulating prop- 
erties. They are usually 41^ by 31^ inches, and 
10 feet long ; and are sent complete, with the pins, 
from the factory. Cross- 
arms should be set 2 
feet apart, on centres, 
and braced to the pole 
with iron straps, placed 
as shown in the figure. J/VVvI 

The best pins are of locust, i ^ inch in diameter, and 
are set 12 inches on centres in the cross-arm, the two 
centre pins being 15 inches apart, to clear the pole. 

The poles are set from 100 to 120 feet apart, the 
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closer the better ; and they are so set that on ad- 
jacent poles the cross-arms face each other, as in 
the figure. If they are set in this way the arms are 

not likely to be pulled off ; 
but when set all facing the 
same way, it sometimes 
happens that a whole line 
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will go down at once, all the cross - arms being 
pulled off the poles. For if, through an excessive 
strain at one point, or some accidental cause, such 
as, perhaps, a fallen pole, a cross-arm happens to 
be wrenched off, the strain in the same direction 
is transferred to the next pole, that arm comes 
off, and so on, like a row of blocks, until the strain 
is relieved, and a considerable length of tangled 
wires lies upon the ground. On the other hand, 
if the poles are set alternately facing, and back to 
back, as in the figure above, it is almost impossible 
to pull ofT more than two sets of arms ; and in many 
cases a broken pole is kept from falling, and the 
grounding of all its wires avoided. 

It is important, both for the looks and mainte- 
nance of a line, that the tops of the poles should be 
as nearly as possible in line. This condition will 
generally be attained in cities by using poles of the 
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same height, as the surface of the street is suffi- 
ciently level ; but in country lines, as will be seen 
later, inequalities of the ground must be compen- 
sated for by different heights of pole. 

Especial attention must be paid, also, to corner 
poles. Whenever possible, it is best to take off 
branch trunk-lines in opposite directions from the 
same pole, or in such directions that there shall be 
no resultant sidewise pull on the pole. When this 
is not possible, the angle at which the pole is to be 
set must be calculated, and the pole strongly guyed. 
Excessive inclination of poles is to be guarded 
against, however, as the strain thus caused on the 
pole is apt to be as great as when the angle is too 
small, and is more concentrated. In any case, cor- 
ner poles should 
be of greater di- 
ameter than the 
line poles, and the 
cross-arms so set 
that the strain 
will pull them 
against the pole, 
and not away 
from it. 

One of the best 
methods of turn- 
ing a street corner is that shown in the diagram. In 
this case two poles, A and B, are used at the corner, 
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both anchored at tlie corner diagonally oijposite, as 
shown, to C. It is not necessary, in this construction, 
to cant the cross-arms, but it may be necessary to use 
what are known as " Y guys," to prevent the poles from 
bending near the top. The Y guy is shown below. 





When a single pole is used at a corner, it should 
be doubly guyod. The former construction is the 
better one. 

There are many forms of insulator in use, none 
of which are altogether desirable; but for mechanical 
reasons the insulator should be of such form that 
the wire is tied near the base of the pin, thus keep- 
ing the leverage small. 

WIRE. 

It has been in the past almost the universal cus- 
tom to use galvanized iron wire for city lines. Iron 
wire possesses just two advantages — strength and 
cheapness. Electrically it is altogether undesirable, 
especially for telephone lines, and it is easily and 
quickly corroded by the acids which are always to be 
found in abundance in the air of cities. Hard-drawn 
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copper wire is now produced possessing sufficient 
mechanical strength, and copper resists corrosion for 
a long time ^ we do not yet know how long, for 
there are now no copper lines which have been up 
for a sufficiently long time to suffer from this cause. 
For electrical reasons copper is infinitely superior to 
iron, and in the long run will be found to be 
cheaper. 

Assuming, therefore, that -copper wire is to be 
used, the size is next to be determined. It is not 
possible, nor would it be profitable, to calculate the 
exact size which should be used at any point, as 
in electric lighting. It is necessary to use a wire 
sufficiently large to give the requisite mechanical 
strength, and in general, for pole-lines, the larger the 
wire the better the line. This is not absolutely true 
for all cases, as there are other conditions to be con- 
sidered ; but in a general sense it is true. The wire 
which has been quite generally used, where copper 
has been employed at all, is 0.08 inch in diameter. 
It breaks at about three hundred and twenty-five 
pounds, and has proved to be very satisfactory wher- 
ever it has been used. 

Copper wire, as has been said, resists corrosion for 
a long time. On exposure to the air and weather 
a thin, dark-greenish skin, probably a chloride, forms 
on the outside of the wire, and protects the inside of 
the wire from further action. The length of time 
necessary to form this skin varies, of course, accord- 
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iiig to the conditions of exposure, and the corrosion 
might, after long exposure under adverse conditions, 
penetrate to a considerable depth. I have not, how- 
ever, as yet, found any as thick as yViTTr °f ^" '"'-^^ 
and there is every reason to think that the length of 
life of a line of copper would be practically unaf- 
fected by corrosion due to exposure. 

STRINGING. 

In stringing the wire the best practice is to pull 
it up rather tight. By following this plan, with the 
comparatively short spans recommended, the " sag," 
or "dip," is very slight, and it is impossible for the 
wires to blow together, as they can swing but little. 
Moreover, the appearance of a line so constructed is 
much more regular and pleasing than when a long 
span and a large dip are employed. 

When using copper wire, it is customary to put up 
a line with a dip greater or less according to the 
weather.* In cold (freezing) weather it is pulled as 
tight as the linemen can pull it ; and in warm 
weather (say 65" to 80° F.) a span of one hundred 
and twent}'-five feet is allowed a dip of about one 
foot at the centre.t The wire is tied to the insulator 
with copper wire of the same size as the line wire, 

* For method of stringing wire, see page 45, long distance lines. 

f This puts a rather severe strain on the wire in very cold weather, 
especially when loaded with snow or sleet ; and the practice in this 
respect might be slightly modified to advantage. 
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but the tie wire must in some cases be annealed. 
The tie is shown in the diagram, the twist being 
made pretty tight. 




Line joints in copper wire may be made in vari- 
ous ways, as the well-known " American " joint ; but 



the best and quickest, as well as the most perma- 
nent, is made by means of the " Mclntire " sleeve. 
This sleeve consists simply of two small copper 
tubes, of sizes to fit the wires to be joined, the tubes 
beins brazed toeether. 



The wires are passed through the tubes from op- 
posite ends, one in each, the ends turned up, and cut 
off close. The tubes are then twisted together by 



Mclntire Joint Complete. 

special pliers, and the joint is complete. No solder 
is used. The twisting not only makes the joint 
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mechanically stronger, but draws the copper tube 
close around the wire, insuring good contact, and the 
inner surfaces remain clear and bright. 

For guy wires, iron or steel is used on account of 
its strength, and the proper size for a guy wire must 
be determined by the strain on the pole, using a 
large factor of safety. When very large guy wires 
are used, it is better to have them stranded. 

When possible it is best to run the guy wires to 
the base of the next pole, but it is frequently neces- 
sary to set posts for attaching the guy wires, and in 
such cases care must be taken that the posts arc- 
strong enough and properly set. Much annoyance 
has been caused by the failure of posts which were 
faulty or improperly set. An instance of this, which 
came under my own observation, is shown below. 

The first post. A, was too 
weak, and the wire was fas- 
tened near the top. This 
post soon showed signs of 
giving way, and the post B 
was put in, but was also 
improperly set, and the guy wire AB fastened to 
its top. This in turn it was soon necessary to rc- 
enforce by the post C, which bore practically all the 
strain. This was in a city street, and is a bungling 
and unsightly piece of work, besides costing more 
than if it had been properly done in the first place. 
By far the greater number of problems which arise 
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in putting up a city pole line, are individual, and 
must be solved according to circumstances. Strength 
should never be sacrificed, and the aim should be to 
make the line look as well as possible. In general, 
the line which is the best will look the best. 



CHAPTER II. 

UNDERGROUND WORK. 

The tendency at present, at least in the larger 
cities, is entirely toward underground systems ; and 
in these the difficulties to be met with are far greater 
than in the case of overhead lines. The general 
planning of routes has already been outlined, but in- 
stead of setting a line of poles, conduits must be pro- 
vided. 

\'ery many methods of putting wires underground 
have been tried. The plan of burying them perma- 
nently, without providing means for getting at them 
for purposes of alteration and repair, is very expen- 
sive and not admissible ; and the plan of drawing 
the wires into permanent ducts, with man-holes at 
convenient distances, has been almost universally 
adopted. Whatever the system, the conduit must 
be straight, or nearly so, between man-holes, and 
there must be no sharp corners to abrade the cable 
sheath, or cause difficulty in drawing in. The man- 
holes are usually placed about two hundred feet apart, 
but a cable may continue through a man-hole with- 
out being cut. 

So many systems of subway construction have 
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been proposed that only the most prominent among 
them will be described. The systems may be 
roughly divided into three classes : 

1st. Conduits of vegetable material. 

2d. Iron conduits. 

3d. Cement or concrete. 

In the first class there are the — 
I («). Valentine creosoted box. 
I {b). Wyckoff creosoted tube. 

1 (c). Paper conduit. 

In the second class, there are the — 

2 (a). Johnstone sectional cast-iron conduit. 

2 {b). Wrought-iron pipe in hydraulic cement. 
2 (c). Wrought-iron pipe in asphaltic concrete. 

2 (d). Cement-lined wrought-iron pipe. 

In the third class — 

3 (a). Dorsett. 

3 (U). Lake conduit (terra-cotta). 

3 (c). Zinc tube in hydraulic cement, 

3 {d). Chenoweth. 

CONDUITS OF THE FIRST CLASS. 

I (a). The Valentine conduit consists of a rectan- 
gular box, divided into ducts 3 inches square, into 
which the cables are drawn. The box is made 
of yellow pine, i inch thick, from which the sap 
has been withdrawn, and which has been treated 



1 6 Telephone Lines and Their Properties. 

with a dead oil of tar or creosote. The wood par- 
titions between the ducts are treated in tiie same 
wa\'. These boxes are made in lengths of about 
twelve feet, and are buried from two to three feet be- 
neath the surface. The abutting ends are carefully- 
adjusted and joined, and the whole outside is thor- 
oughl)- coated with tar. This is the cheapest form 
of conduit. 

I {b). The liyckoff eonduit is very similar to the 
Valentine. It consists of tubular ducts bored in 
blocks of creosoted wood, the blocks being grooved 
and splined together. It is laid and the joints made 
in the same \\a)' as the Valentine conduit. 

1 (c"). 77;f/rt/rrfi3«^/////' consists of paper tubes im- 
pregnated with a compound of asphaltum, a number 
of these tubes being laid in a wooden box and filled 
about with the same compound. It is said that this 
compound is free from the faults of cracking and 
other deterioration which have proved fatal to su 
many similar devices; but none of this conduit has 
yet been laid a sufficiently long time to furnish any 
reliable data concerning its life. Severe laboratory 
tests on this material have given excellent results. 

CONDUITS OF THE SECOND CLASS. 

2 (ci). The Johnstone sectional cast-iron conduit is 
used chiefly for electric lighting. It is made in 5 feet 
lengths, which are laid one above another and held 
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by clamp pins. The cross-section is rectangular, and 
each section is divided by removable partitions into 
several ducts. The cover is flush with the surface of 
the street, and hand-holes are provided for distribu- 
tion to houses. This conduit is laid directly in the 
earth, without cement or concrete, and is efficient for 
electric lighting purposes. 

2 (U). Wrought-iron pipe in hydraulic cement. 

2 (c). Wrought - iron pipe in asphalt ic concrete. 
This conduit consists of wrought-iron pipes of 3 
inches diameter, in 20-feet lengths, the iron being 
nearly 5^ inch thick. The method of laying is as 
follows, the only difference between the two sys- 
tems being in the materials used for the concrete : 
The bottom of the trench is first levelled to grade 
and the sides braced with plank. A thick layer 
of concrete is then put in and rainmed. On this 
a row of pipes is laid, close together. Any desired 
number of pipes is used, and a second layer of 
concrete, thinner than the first, is rammed between 
and over them. Upon this is placed a second 
row of pipes, then concrete, and so on ad libitum. 
The concrete is laid thicker on the bottom, sides, 
and top, to give the whole additional strength, and 
over all is laid 2-inch creosoted yellow-pine plan' 
as a protection against pickaxes in subsequent exca 
vation. 

The joints are made with sleeves having a ta- 
pering or vanishing thread, which is tight, and ena- 
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bles them to be laid very rapidly. The pipes are 
laid free from burrs and have a smooth inner sur- 
face. In some cases they are asphalted. Much of 
the New York subway s\'stem consists of this form 
of conduit. 

2 {d). Cement - lined ivronght - iron pipe eoiiduit. 
The cement-lined pipe is made in single or multiple 
tubes, of from i to 7 or more ducts, by holding verti- 
cally a sheet-iron tube, with a smaller brass tube in- 
side. In the space between the two tubes is poured 
semi-liquid cement. When this has solidifiud the 
brass tube is withdrawn. The method of laying is 
much the same as that last described, the pipes being 
in lengths of 8 feet, connected by ball-and-socket 
joints. A great deal of this conduit is laid in the 
New York subways. 

CONDUITS OF THE THIRD CLASS. 

3 (a). The Dorsett conduit is one of the oldest 
forms. The material used is a composition of pitch, 
coal-tar, and gravel, which is moulded into blocks 4 
feet long, having tubular openings 23^ inches or 3 
inches in diameter. These blocks are butted to- 
gether and joined by pouring in a mixture of pitch 
and tar which hardens quickly. This liquid is pre- 
vented from entering the 4ucts by sleeves, which are 
placed inside the ducts at the joints. The great fault 
of this conduit is that the blocks get out of align- 
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merit at the joints, leaving sharp edges in the ducts 
and allowing gases to leak in. 

A considerable amount of this conduit has been in 
use in Chicago for some years, and some in New 
York. 

3 (b). Lake conduit. This consists of short lengths 
of terra-cotta pipe, of rectangular section, usually di- 
vided vertically into two ducts. Three lengths of 
4 feet each are joined before the pipe is laid, the 
joints being made by butting the ends and wrapping 
them with burlap. The burlap is then thoroughly 
tarred, and the length of 12 feet laid directly in the 
ground, being joined to the abutting pipe in the 
same way. This conduit has given good satisfaction 
in several cities. 

The method of laying this conduit, as used in 
Washington, D. C, differs 
somewhat from that just 
described, and makes a 
more substantial structure. 
The conduit itself is of 
terra - cotta, 

rectangular in cross-section, as shown 
in the illustration. 
Each piece is formed with two 
ducts, and one is laid on another, [gST 
the bottom of the upper section 
forming the top of the lower. Joints are made by 
bracket-shaped pieces which cover the abutting ends. 
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and the whole is laid in concrete, which holds the 
brackets in place and affords mechanical protection 
to the conduit. 

3 (f). Zine tube in liydraulie eenient. In this con- 
duit the zinc was intended simply as a mould. It 
\\^^.s expected that the zinc would corrode and lca\'e a 
smooth duct of cement. It was found, however, that 
the zinc tube was very frail and gave way before the 
cement was hard ; and although there is a short length 
of this conduit in successful operation, the construc- 
tion is so expensive that it has not been extended. 

3 (d). Clienoii-'etli eonduit. The object of this 
method is to provide an easy and inexpensive means 
of constructing a continuous cement conduit. A 
wooden mandrel, divided longitudinally into three 
parts, and wound with a spiral of sheet metal covered 
with soapstonc, is placed in position and cement 
tamped about it. The wooden pieces are then \vith- 
drawn, leaving the metal spirals in the duct ; and 
another length is constructed in the same wxy. The 
adjoining ends of the metal spirals arc connected to- 
gether as the)' are laid, and when the cement has 
thoroughly hardened the whole length of metal lin- 
ing, from man-hole to man-hole, is easily drawn out, 
leaving a smooth cement duct. 

Of all the different forms of conduit described 
above, but a few have been used to any extent for 
telephone work. The creosoted wood conduits, as 
they are the cheapest to put down, were the first to 
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be used ; but their use resulted in rapid deterioration, 
and sometimes destruction of the lead sheath of the 
cables. 

In making these conduits the sap is first withdrawn 
from the wood and its place filled with some preserv- 
ative substance, usually creosote. It is necessary 
that this should be done thoroughly ; for if a portion 
of the sap remains, fermentation eventually takes 
place, resulting in the formation, within the duct, 
of vegetable acids, which attack the lead of the cable- 
sheath and rapidly destroy it. The same result will 
follow if the preservative substance contains any or- 
ganic acid. Improperly prepared creosote often con- 
tains sufficient acetic acid to attack lead, and acetic 
acid tends to form, with lead, salts which are unstable 
in the presence of carbonic oxide, changing into the 
carbonate, and thereby again setting free the acid. 
This again attacks the lead, and the process is re- 
peated until the sheath of the cable is destroyed. 
An unlimited supply of carbonic oxide is usually at 
hand, from the illuminating and other gases which 
permeate the soil of our streets, and the conduit is 
seldom tight enough to exclude them. 

This destructive corrosion may be recognized by 
the appearance of the lead. It produces a white 
scale, irregular pits, or a white efflorescence covering 
a pit in the lead, and must not be confounded with 
another form of corrosion which is harmless. In the 
latter form the lead shows a uniform hard, dark- 
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brown coating, which protects the pipe from further 
action. 

Even if the material of the conduit does not con- 
tain the destructive agent, it may be admitted from 
soil containing decaying or fermenting organic mat- 
ter, and the chemical process go on, although with 
much less rapidity than in the first case. To provide 
against this, both ducts and man-holes must be gas- 
ti^^ht. It is probable, however, that if the wood of 
which the ducts are made is properly and carefully 
prepared, there would be no such destructive action, 
and the life of the conduit would be practically with- 
out limit. 

The iron-pipe conduit is more expensive to put 
down than the creosoted wood, but it is more per- 
manent in character, and does not cause any corro- 
sion of the cables. For this reason iron pipe, espe- 
cially the cement-lined pipe, is meeting with great 
favor, and being used to a greater extent than any 
other one kind. The cement-lined wrought-iron 
pipe makes probably the best conduit now known 
for lead-covered cables. 

It is said by some German authorities that cement 
has an injurious effect on the lead; but we have as 
yet failed to notice any such action in this country. 

Stoneware or cement conduits, although they do 
not affect chemically the sheath of the cable, are me- 
chanically much weaker than the iron-pipe conduits, 
and on that account not so good. Several forms of 
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stoneware conduits, however, have met with good 
success, especially when the conduit is strengthened 
by being embedded in concrete. A conduit of this 
kind has been recently put down in the city of 
Washington, the concrete being rammed around the 
terra-cotta ducts as in the case of iron pipes. It is 
said that a length of 50 feet of this conduit will sus- 
tain itself unsupported without injury. 

In New York City considerable trouble has been 
experienced from the proximity of steam-heating 
pipes. The only precaution which can be employed 
is to avoid the steam-pipes whenever possible, and to 
use a suitable cable. 

Evidently, even with the most suitable material 
for a conduit, if water and gases are allowed to leak 
in from the street, the sheath of the cable is still 
liable to corrosion. It is necessary, therefore, that 
the joints in the ducts and in the man-holes should 
be water- and gas-tight ; and in this respect the con- 
duits laid in concrete are best. 

MAN-HOLES. 

Man-holes, as the name implies, are holes or 
chambers in the ground, breaking the continuity of 
the conduit ; and their purpose is to give access to 
the ducts for drawing in or drawing out cables, mak- 
ing connections, or repairing. A man-hole should be 
of such size that a man can work easily in it. It 
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should be water- and gas-tight, but provision should 
be made for drawing off any \\'ater that may collect 
in it. Man-holes should be not less than six feet 
in diameter, and of such a depth that the ducts 
enter three or four feet from the bottom. The best 
practice at present is to build them of brick, laid up 
in concrete cement, with a hydraulic cement bottom. 
The outside of the walls is coated thoroughly with 
cement to prcx'cnt the entrance of gas or water. The 
roof is cither arched or supported on iron girders. 
Double Clivers are provided, the lower one having a 
rubber gasket at the joint, and being funnel-shaped, 
so that any water coming from the street will drain 
away from the joint. The lower cover is fastened 
down by a cross-bar and gun-metal bolt, while the 
street cover, weighing about three hundred and fifty 
pounds, is loose on its seat. A man-hole must be 
placed at every point where the conduit makes a 
sharp turn. It is usual to locate them, in the straight 
portion, at street crossings or about two hundred feet 
apart. 

The importance of keeping the man-holes, as well 
as the ducts, free from gas and water can hardly be 
exaggerated. If gases and moisture once find their 
way in, it is practically impossible to get them out ; 
and the life of the cables may be very materially 
shortened by their presence. Moreover, the pres- 
ence of illuminating gas mixed with air may be the 
cause of dangerous explosions. A mixture of one 
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part gas to eight parts of air is v^ry explosive, and 
there are many ways in which it may be ignited, 
even in conduits containing no electric-light cables. 
The greatest trouble in the New York subways is 
due to the leakage into them of gas, with which the 
soil of the streets is permeated. Many methods of 
ventilation have been tried, with but partial success, 
and it is now necessary to open the man-holes once a 
day to allow the gas to escape and thus guard 
against explosions. Many explosions have been 
caused by the leakage of the gas through the pipes 
containing electric -light wires up a pole to an arc 
lamp. Here the gas is ignited, and the flame runs 
back into the duct, causing an explosion. 



DRAWING IN CABLES. 

In order to place the cable in the finished duct it 
is necessary to provide some means of pulling it in at 
the end. In some forms of cement conduit a small 
cord is put through each duct as it is laid, and the 
cord is left in place to be used whenever it is desired 
to draw a cable into the duct. A rope is then at- 
tached to the end of the cord and drawn through, the 
cable being in turn attached to the end of the rope 
and drawn in by means of it. This method, however, 
was found not to be a good one, as the cord rotted in 
the duct, and the use of so much cord involved a 
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needless expense. It is now the practice to put the 
rope through by the process of " rodding," as it is 
called. 

RODDING. 

In this process a number of short rods is used, the 
aggregate length being sufficient to reach from one 
man-hole to the next. There are various forms of 
rods — continuous steel, spiral steel, or short lengths of 
wood. The best are of cane, and can be attached to- 
gether by screw-and-socket joint or by a pin and slot 
(bayonet joint). One rod is pushed into the duct at 
a time, being attached to the rod ahead of it at the 
joint, until the other end of the duct is reached, at the 
ne.\t man-hole. A mandrel which just fills the duct 
loosely is usually placed on the end of the first rod to 
clear away all obstructions. A rope is then fastened 
to the last rod, and the whole pulled through, the 
rods being detached one at a time as they come out 
of the duct. 

DRAWING IN. 

When the rope has been drawn in it is attached 
to the end of the cable. This must be done with 
some care; for it is necessary that the strain should 
come principally upon the conductors and not upon 
the lead sheath. Moreover, there must be no bunches 
to catch and stick in the duct. A swivel should be 
provided in the rope, near the cable. The farther end 
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of the rope is then passed around a windlass fastened 
in the pavement at the edge of the man-hole, and the 
cable is drawn in by turning the windlass. The reel 
of cable should be mounted at the edge of the first 
man-hole, and the cable guided into the duct by a 
man stationed in the man-hole, taking care that the 
cable sheath does not run against the edge of the 
opening so as to abrade or injure the covering. But 
one cable should be drawn into a duct, and a cable 
should never be drawn over others. The telephone 
cables now in most general use are of such a size as 
to most economically fill a 3-inch duct, leaving room 
enough for the drawing in. 

TESTING AND MAKING JOINTS. 

When the cable has been drawn in, it should be 
cut and carefully tested. If found perfect, the con- 
nections are made immediately, each joint wrapped, 
a lead sleeve slipped over the joint, and the whole 
sealed perfectly tight. This is usually done by a 
soldered " wiped joint." If the succeeding section is 
not ready to be connected, the end of the cable 
should be sealed up. 

It was formerly the practice, in many cases, to run 
the cables direct from duct to duct, across the man- 
hole. This resulted in filling the duct with a con- 
fused mass of cables, and rendered any subsequent 
work in the manhole very difficult. Cables running 
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into a manhole should be led from the ducts, in 
order, around the sides of the manhole, supported by 
sheK'es or hooks on the awiII. This lca\'cs the centre 
free for work, and makes inspection or testing easy. 

DIsrRIBUTION. 

The distribution of the circuits in the conduit to 
individual subscribers is done from poles by short 
overhead lines, as it would obviously be impractica- 
ble to run single underground wires, on account of 
the great cost. For the location of a distributing 
pole a point is selected which is as nearly as possi- 
ble in the centre of a group of several subscribers. 
A cable is run from the nearest manhole to this pole, 
and led up the pole, through iron pipe, to the cable- 
box. It is necessary to use a cable-box for two 
reasons : The cable must be protected from injury 
by lightning, and a lightning arrester must therefore 
be inserted in every line, between the overhead por- 
tion and the cable ; and the cables now universally 
used for telephone work must be hermetically sealed 
to prevent the entrance of moisture, which would 
gradually destroy the insulation. Various forms of 
cable-box haxe been used; but the best is that put 
into use by the American Telephone & Telegraph 
Company. This is shown in the diagram. 

This arrangement is very complete, and has been 
designed not only for the protection of the cable, but 
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Distributing Pole, Philadelphia. 
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also with a view to convenience and ease of access. 

The box is of iron, 30 inches in diameter, and en- 
circles the pole. It is 
weather-tight, with over- 
lapping doors, and is pro- 
vided with tubes for the 
^ cable and wires, which en- 
ter at the top, just under 
the eaves. Below the box 
is a circular platform, ^yfi 
feet in diameter, sur- 
rounded by an iron rail- 

Ti 1 ing, and firmly supported 

both from the cross-arm 
and from the pole. Ac- 
cess is had to this plat- 
form through a trap-door 
in the floor, and iron steps 
are provided on the sup- 
porting rods, to reach the 
cross-arms above. On this 
platform the lineman can 
work with ease and quick- 
ness, and the results are 
infinitely better than 
when he was obliged to 

cling to the pole and cross-arms for support. 

Inside the cable-box the connections are made 

from the cable to the overhead wires, the arrange- 
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ment being as indicated in the diagram. The wires 
in the cable having been connected to their respec- 
tive binding posts in 
the cable -head, the 
head is closed and 
filled with paraffine, 
the sheath being 
joined to the sleeve 
through which it en- 
ters the cable -head 
by a wiped joint of 
solder. The end of the cable is thus hermetically 
sealed. The bridle wires are covered with water- 
proof insulation. They should be joined to the line 
wires either by Mclntire sleeves or by soldering; but 
they must not be soldered to the hard-drawn cop- 
per between supports, as the heating reduces the 
strength of the hard-drawn copper. The bridle wires 
are then led along the under side of the cross-arms 

and down the pole 
into the cable-box. 
Within the cable- 
box the bridle wire 
is led first to the 
"plate " arrester, 
which is connected 
to earth ; then to the fusible coil arrester, which is 
connected to the proper binding-post in tlie cable- 
head. This plan admits of ready change in the ar- 
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rangement of circuits when desired, by changing the 
cross-connections in the cable-box. 

"From the cable fixture bridle wires, not less than 
.0403 inch in diameter, insulated to Jv of an inc!i 
with the best quality' of waterproof insulation, ex- 
tended through cleats on the under side of the cross- 
arm to wooden ducts fastened to the back of the 
cross-arms, or through properly constructed cables, 
should lead to the cable-box or tower. The bridle 
wires should be joined to the line wires either by 
Mclntire sleeves or by soldering. Care must be 
taken not to solder to the line wire between sup- 
ports, as heating the hard-drawn copper anneals it 
and reduces its tensile strength. 

" Inclosing the cable terminal, we have used a dust- 
and moisture-proof iron cable tower, c}'lindrical in 
shape, built complete])- round the pole, and supplied 
with a suitable platform and railing. If a wooden 
box is used, it should be made of 13/ inch pine, 
tongued and groo\ed, having double doors hinged 
at the top and opening together. Its interior dimen- 
sions should be sufficient to give a space ample for 
placing the cable head, lightning anesters, and bridle 
wires. The box should be well oiled on its interior 
and painted thoroughly on the outside before plac- 
ing in position, the joints being white-leaded before 
the box is put together. The terminal tower or box 
is to be locked, and it is recommended that a stand- 
ard padlock be adopted and used for this purpose. 
In this tower or box the bridle wires are connected 
to the plate and fusible arresters. To protect the 
cable against heavy electrical discharges, we provide 
at the exterior terminal fusible coils and properly 
constructed plate or pointed lightning arresters. 
The fusible coil at this point is so designed that it 
burns out with a current of one ampere, thus having 
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twice the carrying capacity of the central office ar- 
rester ; this protects the cables and prevents a large 
number of burn-outs at points remote from the office, 
locating most of them at the office terminal, where 
they may be quickly repaired. The outside wires ex- 
tend first to the plate arrester, which discharges the 
lightning to ground at the cable pole and prevents 
the burning out of many fusible coils. The ground 
plates upon the arresters should be connected to 
moist earth by means of conductors run independ- 
ently of the cable sheath, and having three times the 
conductivity of the line wire. For this purpose three 
No. 12 hard-drawn copper wires twisted together may 
be used. The arresters should be connected to the 
cable heads by waterproof insulated wire. 

" The binding posts on the cable terminals should 
be arranged in pairs, so that the two wires of a pair 
will be exactly opposite each other horizontally. If 
a form of cable is used not requiring a permanent 
head, it may be connected directly to the lightning- 
arrester binding posts in the order recommended 
above. We recommend, especially at the cable head, 
that nothing but lock-nut binding posts should be 
used." * 

It is probable that lightning arresters consisting of 
(^ /N plates with straight edges would be found 
t^ (3^ more efficient than the comb arresters now 
in general use. 

CABLES, f 

The cables now used for underground telephone 
lines are, in this country at least, of uniform pattern, 

* From " A New Era in Telephony," Carty, Pickernell and Hib- 
barcl. \ See also chapter on Cables, page 207. 

3 
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although the material of which they are made de- 
pends upon the manufacturers. The early cables used 
consisted simply of insulated wires grouped together 
and covered with a protecting sheath of metal. The 
wire was of any size that chanced to suit the ideas 
of the maker, usually very small, with a very thin 
insulation; the main object being apparently to get 
as many conductors as possible into the smallest pos- 
sible space. Through successive stages of develop- 
ment the wire and its insulation both grew. The 
difficulties due to induction gave rise to numerous 
devices, "induction killers" and "anti-induction 
cables," none of which were practically successful. 
The only sure method of preventing this trouble 
consisted in twisting the two wires of a circuit about 
each other ; and this method has now been univer- 
sally adopted. 

INSULATION. 

The insulation in telephone cables now consists 
universally of some fibrous material such as cotton, 
jute, or paper. The rubber compounds have been 
used to some extent, but have been found, on the 
whole, inferior to fibre, although possessing some ad- 
vantages. In a cable with rubber insulation it is not 
necessary to seal up the ends, as the insulation is it- 
self waterproof, nor is a metallic sheath necessary, 
except for mechanical protection. But the disad- 
vantages of a material of this nature are insurmount- 
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able, practically. The rubber is likely to deteriorate 
with age, and admit moisture, or it softens with heat 
and allows the wire to become displaced from the 
centre.* Worst of all, its specific inductive capacity 
is so high that it is, on that account alone, unfit 
for use in telephone cables. Fibre is cheap, per- 
manent when protected from moisture, and it cannot 
spread, so that permanent centring of conductors is 
assured. 

The present uniformity and excellence in tele- 
phone cables is due in great measure to the fact that 
each year the representatives of the leading tele- 
phone companies of the country meet and discuss all 
matters connected with telephony. After much dis- 
cussion in regard to cables, specifications have been 
fixed upon known as the " Conference standard." 
These have been modified somewhat in minor details 
from year to year, but the main features are likely to 
remain unchanged for some time. The dimensions 
of " Conference standard " twisted-pair cables are as 
follows : 

Diameter of conductor, .035 inch. 
Outside diameter of insulation, .125 inch. 
Length of twist, 2f inches to 3^ inches. 
Maximum outside diameter of cable, 7.\ inches. 
Thickness of lead sheath, \ inch. 

*Dr. W. W. Jacques says : "Where cables are subject to large 
variations of temperature, say 50 to 150 degrees, India rubber or 
gutta-percha, or any of their compounds, undergo very rapid de- 
terioration." 
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The lead sheath is coated with asphaltic paint, 
then with a braided jacket or with tape, and this 
jacket is also saturated with asphaltic paint. The 
outside is then thoroughly coated with powdered 
soapstone, so that it may be easily drawn into the 
duct. 

As it was found that a sheath composed of pure 
lead was rapid!}' destroyed when placed underground, 
the lead was all(>)'cd with tin, which gives very gnotl 
results. The alloy is harder than lead and resists 
destruction very much better.* The percentage of 
tin which can be successfully alloyed with lead is 
limited. The specifications now most generally fol- 
lowed, for armor, are as follows : Lead, 97 per cent. ; 
tin, 3 per cent. 

For ij-inch pipe, 3 5 iiounds per foot. 
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The desired number of circuits, or " pairs," as they 
are called, is made up into a cable, not promis- 
cuously, but in concentric layers, each layer having 
a slight twist, spirally, in the direction opposite to 
the direction of twist of the adjacent layers. This 

* See page 21 on destruction of sheath. 
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twist of the layers gives flexibility to the cable. The 
conductors are of the best Lake Superior copper, 
and the " Conference " specifications call for a con- 
ductivity of not less than 98 percent, of pure copper. 
These dimensions have been determined from con- 
sideration of all the known conditions of trans- 
mitting efficiency, available space, and expense; and 
they undoubtedly give the best cable that has yet 
been in use. 



CHAPTER in. 

"LONG DISTANCE" LINES. 

The first lines connecting cities were constructed 
on the same plan as the telegraph lines, that is, they 
were of iron wire and were grounded circuits. Less 
attention, too, was paid to the material and method 
of construction than there should have been. The 
spans were long, the poles usually not high enough, 
nor strong enough, many poorly set, and with de- 
fective guying. Clearly, with such lines as these, 
it would be impossible to talk to any great distance, 
except in the most favorable weather and under the 
best conditions of apparatus. When, therefore, the 
first long distance line, a portion of the present line 
between Boston and New York, was projected, it 
was recognized that only the best that could be built 
would be satisfactory. The results have more than 
justified the large expenditure, and comparing the 
Boston and New York line with a City Exchange 
line, each with its apparatus, the former is under 
all conditions far superior. 

The more recent trunk lines between cities, or what 
are commonly known as the " Long Distance " lines, 
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erected by the American Telephone & Telegraph 
Co., are of the most substantial construction. The 
poles are of white cedar, or chestnut, obtained princi- 
pally from Canada, and carefully selected. The 
poles must be not less than six inches in diameter 
at the top, and vary in length from thirty-five to 
one hundred feet, the usual height of pole being 
about fifty feet. The great height of poles is made 
necessary by a rule of the American Telephone & 
Telegraph Co., that their lines must run above and 
not beneath any obstructions that may be met. In 
consequence of this rule, seventy-foot poles are not 
uncommon, and there is a short length of line 
where the poles reach the great height of one hun- 
dred feet. The minimum height of pole for long 
distance lines was formerly fixed at forty feet ; but 
as it was found that this height, when the pole was 
heavily loaded, sometimes caused an excessive strain 
at the base, the minimum height has been reduced 
to thirty-five feet. The pole is stripped or shaved, 
and the gains for the cross-arms cut before setting. 
The base of the pole is not treated in any way, and 
the pole is set to a depth of about six feet. On 
curves, the poles are set into the ground seven feet. 
In soft ground, a groating of Portland cement, sand, 
and broken stone is tamped about the pole. 

The cross-arms are of yellow pine, ten feet long, 
and 4^ by 3^ inches in section. They are painted 
with a mineral paint, and set twenty-four inches 
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apart on centres. The cross-arms are braced to the 
pole with strap-irons as shown in the diagram. 

I'hc pins are of lo- 
^ I ^^ - I'" > ciist, lA inch in diam- 

eter, and arc set 12 
inches apait, the two 
middle pins next the 
pole on each arm being 
set 15 inches apart. 
The poles are set 40 to 45 to the mile, according 
tn the conditions of the way, and are set alternately 
face ti) face and back to back. 
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It has been the practice to provide every fortieth 
pole with a double set of cross-arms and insulators, 
on opposite sides of the pole; and every twentieth 
pole has the alternate cross-arms duplicated in the 
same way. This is for the purpose of making the 
transpositions.* Latterly, however, a new form of 
insulator, devised by Mr. Hibbard, of the American 
Telephone & Telegraph Co., has been used, which 
makes the duplication of cross-arms unnecessary. 
The older method of making transpositions is shown 
in the diagram, which gives the simplest case. 




The line wires are terminated at their insulators, 
and the crosses made with smaller insulated copper 
wire, as shown. 

The number of wires carried on a long distance 
line varies from twenty, or occasionally less, up to 
one hundred ; but the most economical and best 
line to build and operate is a line of fifty wires on 
fifty-foot poles. The cost of such a line, complete, 
is in the vicinity of $3,500 per mile. 

The conditions met in building a 'cross-country 
line are in many respects different from those obtain- 
ing on lines built along a railroad or in a city. In 

* See page 200. 
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selecting poles for a 'cross-country line, and in deter- 
mining what height of pole to use at a given point, 
the conformation of the country must be considered, 
and the height of pole adapted to it, so that the 
tops of the poles shall be as nearly even as possible. 
This gives an approximately even strain on all the 




poles. If this is not done there may be at some 
points an upward pull on the poles, which will result 
in pulling off the insulators, as at A in the diagram 




below, where the dotted line shows the position the 
wires would naturally assume. 

Care must be taken that the poles be not given 
too great an inclination on curves ; for in such a 
case, when the wires are drawn up, the tops of the 
poles are bent over toward the outside of the curve. 
This, instead of relieving the pole, as it would if the 
inclination were too slight, buckles it, and tends to 
concentrate the strain at one point, so that it is apt 
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to break. Cedar poles, in breaking, do not split and 
make a long break, but are apt to snap off short ; 
and it has been found that the points at which this 
break is most likely to occur are at the butt, just 
above the ground, and at a point just under the 
cross-arms. In fact, cases have been known where 
the pole has snapped in both places at once. 

There are several different methods of guying in 
good use, and the most important are shown below : 




No general rule can be laid down in regard to the 
method of guying to be employed. The particular 
guy to be used in any case depends entirely upon 
circumstances, and must be determined specifically 
for each case. The Y-guy is a very useful form, and 





it is almost always advisable to use this form when 
the pole carries more than two or three cross-arms. 
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In such a case the use of a single guy is likely to re- 
sult in the bending over of the top of the pole in one 
or the other direction, as shown. 

It is often necessary to guy against a strain in a 
line with the poles; and in this case the guy wire is 
run to the base of the next pole. 

STRINGING. 

The stringing of the wire for long distance lines 
has now been reduced to such a simple method that 
the operation is a \'cry rapid one. The poles for a 
distance of one-half to three-quarters of a mile have 
been set, the cross-arms and insulators arc in place. 
A rope, called the " running rope," is then carried 
along over the cross-arms for the whole distance, and 
attached at one end to a board known as the "run- 
ning board." This running board is roughly shown 
in the diagram. At this end of the line the reels 
RuNNiNo containing t h e 

Rope. 

Wires are mount- 



f f 



ed, and the wires, 
each on its sep- 
arate reel, are attached to the running board at A, 
A, A. When the wires are all made fast to the 
running board in the manner described, a team of 
horses is hitched to the other end of the running 
rope, and they " walk away '' with it, pulling the 
running board and attached wires over the cross- 
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arms. The wires are guided in passing by linemen 
stationed on each pole. In stringing wires over the 
lower cross-arms a divided running board is used, one 
half passing each side of the pole. 

When the wires have been drawn over, they are 
tightened by means of the " banjo." The " banjo " 
consists of a wooden drum 
fastened upon a kite- 
shaped board. The wire 
is wound around the 
drum, and a small double 
block and fall is attached 
at T. Each wire in turn 
is drawn tight, and at a 
given signal is tied on all the poles at once by the line- 
men stationed there. The tie is made with wire of the 
same size and material as that used for the line, and 





is shown in the 

method it is easy 

strain on all the 

uniform dip. As 

can be pulled over 

method just described. All joints in the line wire 

are made by means of the Mclntire sleeve. 



sketch. By this 
to put the same 
wires, giving a 
many as ten wires 
at once by the 
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The dip and pull for a given span can be readily 
calculated by the formulas given below : 



Copper wire^ l^^ potoids per mile. 
870 



40 poles to the mile, dip (inches) =; 
43 poles to the mile, dip (inches) = 
45 poles to the mile, dip (inches) = 
53 poles to the mile, dip (inches) = 



Pull (lbs.) 

756 
Pull (lbs.) 

684 

Pull (lbs.) 

500 
Pull (Ibs.)j 



Approximate. 




j^ = one-half the span (in feci). 

)' = dip (in feet). 

S = one-half the length of wire (feet). 

H = horizontal pull (In pounds). 

Til = weight of wire per foot (in pounds). 
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This is the equation of the 
Catenary, which is the curve 
in which the wire hangs. 

r ^fi 

I Where in = —■ \ 
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Terms of degree higher than the second may be neglected when 
the conditions are such as are met in practice. 

x' x'w 
2m zH 
For copper wire 0.104 inch diam., weighing 174 pounds per mile : 

x^ x'' 

y = .0165 — .■ y (inches) = 0.2 — 
H If 

When long distance lines enter a city, the pole 
lines are usually terminated near the city limits, the 
connections being made to underground cables in 
the manner already described. * 

* See page 28 et seq. 



CllAI'TER IV. 

WIRE. 

The wire used in tlic construction of long distance 
]ines is of two kinds, viz., liard-drawn copper for tlie 
lines themselves, awd steel for the guys. 

In the manufactuie, the treatment of the metal, 
whether iron or copper, differs but little in the early 
st;i;^c.s of the process. The " bloom " or lump of 
metal taken froin the furnace, is in each case about 
two feet long, and has a section of about sixteen 
square inches. The bloom of iron weighs about 135 
pounds, and that of copper from 150 to 200 pounds. 
.More than about 200 pounds cannot be advantagc- 
OLisly handled in one piece. Having been heated 
in a gas furnace to the proper temperature, it is 
" roughed " in the first train of rolls, which reduces it 
to a rod about one square inch in section. It is then 
jxisscd automatically through guides into the " inter- 
mediate train," which reduces it still further, with a 
corresponding increase in length. It is then passed 
into the finishing train, which rolls it alternately 
square and oval, and leaves it a cylindrical rod about 
O. 2 inch diameter. 

The finishing train of rolls is usually of the type 
!;iiown as the " Belgian," which has all the rolls on 
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one shaft. This avoids gearing and its accompany- 
ing waste of power, which in such work is always 
great. A disadvantage attaches to this method, how- 
ever, which in some measure compensates for its ad- 
vantages. A greater length of wire is necessarily 
exposed between the passes than where the rolls are 
successive and connected by gears, and consequently 
the "scaling" is greater with the Belgian rolls than 
in the older method. 

The wire left by the finishing train is drawn down 
through dies to the required size, the dies for the 
larger sizes being of chilled iron, and for the smaller 
of crucible steel. The iron dies, when slightly worn, 
are reamed out to the next larger size. The steel 
dies are hammered on the face, thus contracting the 
hole, and then reamed back to the same size. 

Another method of wire making, which has not yet 
been very extensively used, is to roll the rods cold 
between successive flat rolls so placed as to give the 
wire a polygonal cross-section. By a proper adjust- 
ment of the rolls, however, the sides of the bound- 
ing polygon are made so many, and each so short, 
that the wire is practically cylindrical. Although the 
breaking strength of such wire is about the same 
as that of uninjured hard-drawn copper, it is more 
homogeneous in structure, and less liable to loss of 
strength from an injury to its surface than the hard- 
drawn wire, which loses very greatly in strength if 
scratched or nicked. It is characteristic of the hard- 
4 
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drawn wire, also, that if bent slowly at a sharp angle 
a point is soon reached at which the strength of the 
outer skin is exceeded, and the wire suddenly gives 
wa}-. This appears not to be the case with tlie cold 
rolled wire, which presents an approximately uni- 
form resistance to bending through any angle. This 
■wire is very free from splinters. 

The hard-drawn copper wire now used is 0.104 inch 
in diameter. Smaller wire was first used, but it proved 
less satisfactory, and a wire 0. 104 inch in diameter 
was determined upon as the most advantageous size 
to use. Tests of this wire, with regard to both its 
mechanical and its electrical properties, are made by 
the manufacturers during the process of manufacture 
as well as after its completion. In addition to these 
*ests, however, the wire is tested by the telephone 
companies before acceptance, as it must test in ac- 
cordance with certain specifications which are in part 
as follows : 

Conductivity 97 per cent, that of pure copper. 
Tensile strength, 550 pounds. 
Elongation in 5 feet, i per cent. 

The finished wire is made up into rolls, or coils, 
each consisting of about three-fourths of a mile of 
wire, drawn in one continuous length and without 
factory joints. A wire inspector, appointed by the 
telephone company, visits the factory as each lot of 
wire is completed, and carefully examines these coils, 
making sure that the wire is free from rough places 
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and splinters.* If the wire is imperfect in this respect, 
or does not come up to the requirements named 
above, the lot is rejected. The coils are then pulled 
over, and from each coil that the inspector designates, 
a sample length is cut, about forty feet in length, to 
be tested for its mechanical and electrical properties. 
It is usual to take a specimen from one coil out of 
every ten, and on each specimen three sets of meas- 
urements are made, viz. : the maximum load (usu- 
ally called breaking-weight), weight, and conduc- 
tivity. From these measurements all the other prop- 
erties of the wire are obtained by calculation. 

In the test for breaking-weight a length of about 
five feet is clamped at the ends, and the strain on 
the wire slowly increased to the breaking-point, the 
measurements being made by weights. The elonga- 
tion of the wire before breaking is also obtained 
from this test in the following way : An initial strain 
of fifty pounds is put on the wire, to straighten it 
out, and the length of the wire carefully measured. 
The wire is then broken, as described, and the dis- 
tance between the end clamps again measured. The 
difference between the two measurements is the 
amount of elongation. In practice this measure- 
ment is made automatically, so that all error arising 
from the play of the clamps is eliminated, and the 
distance between clamps is known at any instant. 

* It is not safe to handle wire which is full of splinters, as they 
tear the hands of the lineman, and the copper is poisonous. 
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The strength of the wire for torsion is measured 
by twisting a length of six inches and counting tlie 
number of turns before the wire breaks. These tests 
are made by power on machines especially con- 
structed for the purpose, and can be performed very 
accurately and rapidl)-. 

The diameter of the wire is obtained from a 
knowledge of the specific gra\'ity, by weighing a 
given length. The length used is, for convenience, 
generally 17.6 feet, or g-J-g- of a mile, and this meas- 
urement gives also the weight per mile. 

The method of testing for conductivity and resist- 
ance per mile is not new and is well known, but the 
ai^paratus* now used for this purpose is not well 
known, and is so simple as to merit description. 



7-0 

Galvanometer 



LD 



-S7 

.tr—Wiai: Under Test 



7=7*^ — ^ 



5 is a standard wire, whose conductivity has been 
carefully determined, once for all, and is exactly 17.6 
feet long between contacts. This standard wire is 
left in position permanently, and never disturbed. 
j5 is a heavy bar of metal into which are set a num- 
ber of massive binding posts, with corresponding 
posts in brass blocks at C C C" , etc. The blocks 
C C C etc., are provided with plug connections with 
a metal bar in connection with a battery. // is a 

* Devised by Mr. A. C. White, of the Amer. Bell Tel. Co. 
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strip of wood, and has fastened permanently upon it 
a metal scale graduated in distances (feet and tenths, 
etc.) from the edge of the binding posts on B. //can 
be moved vertically between guides and is provided 
with a horizontally sliding contact having a pointer 
which moves over the graduated scale. R and R' are re- 
sistances, in this case about 1,000 ohms each, and equal. 
The wires whose conductivities are to be meas- 
ured are drawn tight between the binding posts, 
C C C", etc., and the posts in B. Each is in turn 
plugged into connection with the battery, H moved 
under the wire, and the sliding contact adjusted 
until no deflection is obtained on the galvanometer. 
The reading of the scale is then taken, and from that 
and the weight of the wire its conductivity can be 
calculated. In practice, tables or curves are used, 
rendering the operation short and simple.* As the 

* The necessary formulfe for this calculation and for the construc- 
tion of the curves and tables referred to are given below : 

To determine the conductivity of the standard wire (or any wire), 
r = resistance in B. A. ohms of 17.60 feet or -^uu- mile, corrected to 

a temperature of 20° C. or 68° F. 
w == weight of 1 7. 60 feet of wire in grammes. 
d = diameter of wire in mills (thousandths of an inch). 

For copper wire, 

4 46^ 
Conductivity = -■ If r is in legal ohms, constant = 4.414. 

'i — 6.433 ^•'■• 
For any wire, 

Conductivity — — 4^ • If ;- is in legal ohms, constant = 1S2.2. 

d = 77.64 1' — r ■ When W„ = weight of i cubic inch in gi-ammes. 
If any other than the B, A. ohm or the "legal" ohm is used, the 
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apparatus is arranged, the resistances at the adjustable 
contacts af?ect only the coils R and R', which are 
wound of high resistance. The error due to resist- 
ance at these contacts, therefore, is practically elim- 
inated. 

Hard-drawn copper wire 0. 104 inch in diameter 
should have a breaking strength of not less than 540 
pounds, and should elongate more than one per cent, 
of its length before breaking. The number of twists 
in six inches varies much in different specimens, but 
there seems to be no reason why a wire six inches 
long should not take at least forty twists before break- 
ing. 

The conductivity of hard-drawn copper should be 
97 per cent, of that of pure copper, or very nearly as 
high. Indeed, some has been tested that had a con- 
ductivity of 98 per cent, or more. One characteristic 
of hard-drawn wire appears to be that most of the 
strength is in the outside, so that especially great 

proper constants can be easily found in each case by the use of the 

r.itio between the new standard and either of those given above. 

To determine diameter, conductivity, resistance per mile, and weight 

per mile of copper wire from measurements of weight and comparison 

with standard wire (Thomson Bridge method) : 

K=L conductivity of standard wire at 20° C. or 68' F. 

7u ^ weight of 17.60 feet of standard wire in grammes. 

r = resistance of 17.60 feet of standard wire at 20° C. or 68° F. 

Z = length of wire under test which balances standard wire. 

IV ^ weight of 17.60 feet of wire under test. 

„ , . . Kzv L „ . ., 1:280?- 

Conductivity = — • -— -■ Resistance per mile = ^ • 

17.60 W ■ L 

Weight, in pounds per mile = 0.6614 ^K 

Diameter (in mills) = 6.433 ^ ^- 
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care needs to be exercised that the wire is not nicked 
in any way. A nicked wire, even if the injury be ap- 
parently very sh"ght, will break with a much smaller 
strain, and have a much less elongation than when 
uninjured. The difference is out of all proportion to 
the extent of the injury. 

It has been customary, in obtaining the tensile 
strength and elongation of iron and steel wire, to use 
lengths of not more than one or two feet. A greater 
length would give more accurately the average values, 
and there appears to be no good reason why a length 
of five feet should not be used, as in the case of copper. 
The tensile strength of iron and steel ranges from 
70,000 pounds to 100,000 pounds per square inch ; 
and the elongation, in the short lengths tested, is 
from 12 per cent, to 20 per cent. All iron and steel 
wire should be well galvanized. 

Within the last few years much attention has been 
devoted to the manufacture of silicon-bronze and 
aluminium-bronze wires. The properties of bronze 
wire depend entirely upon the proportion of silicon 
or of aluminium used in making the alloy, and upon 
the care exercised in smelting and drawing. As the 
proportion of aluminium or of silicon is increased, the 
tensile strength becomes greater, but the conductivity 
and ductility are diminished. It is now possible to 
produce a bronze wire having exceptionally high me- 
chanical properties. Some silicon-bronze wire now 
on the market has a tensile strength as high as 80,000 
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pounds per square inch, and is capable of standing 
about 80 twists in a length of six inches before break- 
ing. An aluminium-bronze wire recently tested by 
the author had a tensile strength of 110,000 pounds 
per square inch, which is as high as that of the best 
steel, but the ductility was not so great as that of 
the silicon-bronze wire just mentioned. The conduc- 
tivity of bronze wire cannot be expected, under the 
most favorable conditions, to much e.xceed 40 per 
cent, of that of pure copper; and for that reason 
bronze is far inferior to copper as a material for line 
wire. Its high tensile strength, however, and its 
freedom from corrosion make it eminently suitable 
for guy-wires in many cases. The only objection to 
its use for this purpose is a commercial one, namely, 
its high cost, which is at present about six times that 
"'if iron ; but it is a question whether the increase in 
first cost would not be fully balanced by the saving 
in repairs and renewals. 

The deterioration of iron or steel wire depends 
largely upon its location. It is most rapid in cities 
or near the sea-coast. In large cities, especially, 
where the atmosphere is filled with smoke and cor- 
rosive vapors, the life of an iron or steel wire is very 
short. Under the action of these vapors, the coating 
of zinc is slowly eaten away ; and as soon as this coat- 
ing has been entirely removed from any spot, the 
wire rapidly disappears. Many cases have been 
known in which the life of an iron wire in a city has 
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been less than two years; and in one case which came 
under the observation of the author an iron wire, 
originally galvanized, was found to be, at several 
points, nothing but a mass of rust within less than a 
year after stringing. 

The life of copper wire under similar circumstances 
is as yet undetermined. Copper is practically un- 
affected by the gases and vapors of a city atmosphere, 
and even where it is exposed to the action of the 
winds blowing directly off the salt water, the action 
is so slight as not to produce any appreciable effect. 
Tests have been made on hard-drawn copper wire 
which had been in service for ten years, and it was 
found to be apparently as strong as when first put up. 
As it is exposed to the weather a thin coating of 
chloride or carbonate forms on the surface of the wire 
and protects it from further action. 

Silicon-bronze and aluminium-bronze possess the 
same characteristics as copper in regard to deteriora- 
tion, being even less liable to corrosion. So far as 
chemical change is concerned, therefore, the life of a 
copper or bronze wire is practically without limit. 



CHAPTER V. 

INSULATORS. 

INIany forms of insulator have been tried, and 
many different materials used. 

Glass is almost universally used in America, and 
gives excellent results in most cases. The tendency 
has been to make the glass insulator for telephone 
use as small and light as possible ; and the insulator 
now in most common use seems ridiculously small in 
comparison with the immense earthenware or porce- 
lain arrangements commonly used in England on 
telegraph lines. The difference in climate will, how- 
ever, account for the difference in size and material, 
and our lines in America will usually test fully as 
high as most English lines. Moreover, it is not 
necessary or desirable to keep the insulation of tele- 
phone lines as high as it could be made. 

Glass has several disadvantages as an insulating 
material, and these have contributed largely to make 
its use as an insulator uncommon in England, where 
the air is generally overcharged with moisture. It is 
very hygroscopic, readily condensing moisture, and 
retaining a thin film of water on its surface, and is 
especially brittle, more so than earthenware or good 
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porcelain. Blown glass is better in every respect 
than cast or ground glass for insulators, as the sur- 
face of blown glass is less hygroscopic than a surface 
formed in contact with a mould, or by grinding. 
Nevertheless, cast glass insulators are almost uni- 
versally used in this country, as they are very much 
cheaper than blown glass, and give a sufficiently good 
insulation. One of the greatest advantages of glass 
insulators is their transparency, for cocoons are much 
less apt to be made under them than under opaque 
bodies, such as porcelain and stoneware. 

Ebonite has been used to some extent for insu- 
lators, and gives very good results when used in unex- 
posed places. As it quickly roughens on exposure 
to the weather, it is not a good material for line insu- 
lation. 

Brown stoneware is an excellent material for this 
purpose, as it is strong, cheap, and durable. The 
glaze seldom or never cracks, and its color makes it 
inconspicuous. The surface is not, however, equal 
to that of porcelain. 

Thoroughly vitrified porcelain makes the best in- 
sulator, and is largely used in England and on the 
Continent. The surface resists the formation of a 
continuous film of moisture, and is easily washed by 
rain. Good porcelain is tougher than glass, but its 
opacity is a disadvantage, as the dark cavities under 
the bells favor the formation of cocoons and spider's 
webs and the accumulation of dirt. Porcelain is 
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much more expensive than glass, and this is one of 
the greatest reasons for its infrequent use in this 
count r\\ 

Baked wood, impregnated with a non-conductiiiL;' 
compound, has been used with some success in dry 
chmatcs, but cannot be recommended for general use. 

An extended test was made a few )ears aiio on 
several forms of glass insulator in common use, tak-- 
ing observations of weather conditions and measure- 
ments of insulation. 

For this purpose four of the most t}'pical forms of 
insulator were selected and fifty of each, mounted 




in the usual way, were so placed as to be fully ex- 
posed to the weather. Regular signal service instru- 
ments were used to determine the relative humidity, 
temperature, etc., and were set as near as possible to 
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tlie insulators. The insulation measurements were 
inade on a very delicate galvanometer, and the ar- 
rangement was such that the leakage in the appa- 





ratus from the galvanometer to the insulators under 
test was at all times pwactically nil. Short tests on 
porcelain knobs showed them to be so totally unfit 
for insulators that the tests were soon abandoned. 

Referring to the diagrams, No. i and No. 2 are 
double petticoat insulators, differing chiefly in size. 
No. 2 has been used much by the Western Union 
Telegraph Co. on its telegraph lines. No. 3 is a 
large, single petticoat insulator, also used by the 
Western Union Co., and No. 4 is the pony single 
petticoat, in very general use on the long distance 
lines of the American Telephone & Telegraph Co. 
No. I has never been in practical use. 

The test covered a period of four and one half 
months of summer weather, and measurements were 
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made on an average about once a day. The weather 
conditions were of course varied, about 

50 per cent, of the observations being in clear weather. 
20 " " " " fair weather. 

18 " " " " cloudy weather. 

12 " " " " fog or rain. 

Many observations would have been made during 
rain, but if the rain is falling in any considerable 
quantity the insulation falls so rapidly and is so va- 
riable that no just comparison of the different types 
could be made under such conditions. 

Easterly winds, in the test, were those blowing di- 
rectly from the salt water, and were therefore always 
heavily laden with moisture and often accompanied 
by fog or mist. As would be expected in such a 
case, the insulation was almost always lower when 
such \\'inds prevailed than when the wind was from 
the land. No definite relation could be noted be- 
tween the velocity of wind and the relative hu- 
midity or dew-point ; but it was found that with 
a given direction of wind the insulation was ap- 
proximately inversely proportional to the relative 
humidity. 

The insulation after rain, when sufficient time had 
elapsed for the insulators to dry, was usually some- 
what higher than before, owing, doubtless, to the 
washing off of the dust and smoke which had col- 
lected on them. No marked loss of insulation could 
be observed, however, just before a rain. 
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Contrary to the general opinion that the more 
open double petticoat form dries more rapidly than 
the close single petticoat, it was not found that the 
insulation rose any more rapidly after rain in one 
case than in the other, although when rain begins to 
fall the insulation of the double petticoat insulators 
falls much the more rapidly. Moreover the double 
petticoat forms lose their insulation to a much 
greater extent than the single petticoat. 

During fine weather the large sizes of each form 
gave practically identical results, and the double 
petticoat insulators each showed higher insulation 
than the single petticoat of each size. In such 
weather any one of the four would have a suffi- 
ciently high insulation, and it is only during bad 
weather that the difference becomes important. In 
bad weatlier, that is, during and after rain or fog, the 
single petticoat makes a better showing than the 
double petticoat form. 

The question of form alone can be properly 
treated, however, only when the consideration of 
size has been eliminated ; and for this purpose the 
factor .ZZlT^Z^y^ "^"^^ be determined for each insu- 
lator and the results be reduced by its use to a unit 
size. As it is the resistance of the film of moisture 
which is measured, this is equivalent to reducing the 
measured resistances to a unit length and cross- 
section of conducting film. When this was done 
the single petticoat form was found to be far supe- 
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rior to the double petticoat under all conditions of 
weather. 

From the information obtained in this test it 
would not be difficult to design an insulator which 
would embody the best characteristics of the known 
forms and which at the same time would be of about 
the same weight as the smaller insulators. This in- 
sulator should be made of porcelain ; but if made of 
glass it would probabl}' show better results than any 
of the other small, light insulators. The main points 
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aimed at should be a great length of con- 
ducting surface with a minimum diameter; 
for the tests showed that it was more im- 
portant to have a long petticoat 
than to have the spaces under- 
neath open for the purpose of rapid drying. 

Sufficient strength should be provided for by hav- 
ing the wire tied well down near the base of the pin, 
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so that very little strain would come on the material 
of the insulator itself. 

Mr. Hibbard's transposition insulator, already re- 
ferred to, is simple in design, consisting of two sin- 
gle-petticoat pony insulators, one over the other, the 
lower one having its top knocked out. The arrange- 
ment is shown in the figure. This device accom- 
plishes the purpose, so far as transposition is con- 
cerned ; but it is mechanically weak, as it brings the 
strain high up on the pin, which has to be still 
further weakened by cutting out more of the wood, 
in order to extend the thread lower 
down. It is now in use on the long 
distance lines. 

Another arrangement which has 
recently been de- 
vised for this and 
other purposes is 
the Brown Duplex 
pin and insulator. The arrangement 
is shown in the sketch. Mechani- 
cally, it would be superior to the Hibbard insulator 
just described. 

I know of no comparative tests of these insulators. 
5 




CHAPTER VI. 

EXCHANGES. 

The number of methods of constructing and ar- 
ranging exchanges or central offices is almost as great 
as the number of exchanges themselves. In the 
early days of telephony the requirements for a well- 
equipped exchange were not known, and each ofifice 
was designed in accordance with the ideas of its 
manager or superintendent. Very generally the top 
floor of some building was obtained, designed for 
some other and totally different purpose, and was 
adapted as it best might be for the purposes of a 
telephone exchange. With the growth of the busi- 
ness the wants and necessities have become pretty 
well known, and all exchanges have been more or 
less altered and improved in their arrangements ; but 
still too many of them are altogether faulty and in- 
adequate. 

The office building should first of all be fire-proof. 
This is a condition very difficult to attain ; but it can 
be very nearly approached. Brick is the most relia- 
ble material for resisting fire, and the partitions 
should be made fire-walls of brick so far as posiible. 
Whenever it is necessary to provide unbroken shafts 
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throughout the height of the building, they should 
be built of brick, and the necessary doors made of 
wood tinned on both sides. Iron doors should not 
be used. 

The building should be designed especially for the 
occupation of the operating switch-board and its 
necessary adjuncts. The operating office should be 
on the top floor. A brick shaft of suitable dimen- 
sions should be provided, leading from the basement 
to the top floor, and through this shaft the under- 
ground cables should be led to a room set apart for 
the terminals, distributing and testing purposes. 

" Near to this should be a battery and power-room 
of ample dimensions, providing for the generators, 
motors, main and testing batteries, with the neces- 
sary water connections and other appurtenances. 
The form of the operating-room itself would, of 
course, depend largely upon local conditions. One 
of the chief requisites should be the anticipated ulti- 
mate capacity of the exchange. Jn general, if it is 
necessary to deflect the board from a straight line, it 
is better to have the operators work from the inside 
of a circle than around the outside, the arrangement 
being such that all operators are at once within view 
of the chief operator. The office should be free 
from elevator shafts or other obstructions, and 
should not be made a passageway for employees in 
reaching the roof or any other part of the building." 

As all wires will enter the exchanges eventually 
by underground ducts, these ducts should be pro- 
vided of ample capacity. The ducts open into the 
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building loiv doiv/t in tlie basement, and provision 
should be made for drawing off any water they may 
contain, and for carrying off an)' gases that may col- 
lect in them. These gases are often explosive, and 
should not be allowed to enter the building. 

Where the cables enter the building they should 
be available for handling, and it should be possible to 
get at any one cable in the duct without disturbing 
the others. For this purpose, it is now recommended 
that the cables, after leaving the ducts, be arranged 
symmetrically, in vertical lines, supported separately 
on hooks on the walls of the building, or on lines of 
posts erected for the purpose. This arrangement 
should extend to the terminal room, and the same 
plan should be followed at every point where it is 
necessary to handle the cables. It greatly facilitates 
testing, changes, or repairs. Where this arrangement 
has not been made " it is even now becoming very 
difficult to do the work of drawing in and wholly 
impossible to do the work of drawing out specific 
cables without interrupting the whole system. This 
is apparently caused, first, by the very limited area of 
the underground manholes, and second, by the fail- 
ure to provide a comprehensive system, by means of 
which every one of the underground ducts may be 
utilized as desired." 

The terminal or distributing room should be as 
near the operating office as possible, and here the 
cables should be headed and connected to fusible 
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Cable Vault. 
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arresters which will burn out with a current of half 
an ampere. These ofifice terminal boxes should be 
so sealed up as to be water- and moisture-proof, to 
prevent deterioration of the insulation of the cable. 

From the fusible arresters the circuit should be 
led by office cables, composed of twisted pairs, to 
the distributing board. This distributing board is 
to facilitate the arrangement of the operating board, 
and to make changes possible in the operating board 
without changing the connections throughout the 
line, or vice versa. The wires from the cable heads 
are led to binding posts, from the opposite ends of 
which other wires are led to the operating board. 
It is thus possible to connect any outside circuit 
into any set of jacks without disturbing the connec- 
tions at the cable head. This distributing board 
should be made in such form that wires may be led 
at any time from any point on the line terminals to 
any desired number on the switchboard terminals, it 
being so arranged that even when fully occupied all 
distributing wires are available for handling as de- 
sired. The distributing wires should be covered 
with waterproof insulation and the connections sol- 
dered. 

"It is especially recommended that the cable 
heads be mounted on a fireproof fixture, and that 
the distributing board be made fireproof." 

" When arranged in this manner the circuits are 
available for testing purposes at the fusible arresters, 
where they may be tested out through the under- 



TclepJione Lines and Their Properties. "Ji 

ground cables, or in through the distributing and 
operating switcliboards. When an office is so ar- 
ranged it is of advantage, therefore, that the testing 
should be done in tliis terminal and distributing 
room, and that this room should be accessible with- 
out passing through the operating room. The ter- 
minal and testing room should be in charge of the 
chief inspector, by whom all circuits would be tested, 
and who would have charge of the general trouble 
work of the exchange. There should be supplied 
for his use a telephone outfit with connections to 
the office manager or chief operator; circuits through 
the operating board ; a circuit to the generator and 
power tables, and also to plugs available at the cable- 
heads, by means of which line or office tests may be 
made. He should have, also, a Morse outfit with 
relay and key, with a battery circuit included, and be 
supplied with a galvanometer outfit and a Wheat- 
stone bridge. While it is not recommended that at 
every exchange office there should be kept addi- 
tional and more delicate instruments for making in- 
sulation resistance and capacity tests, it is expected 
that in each company these appliances are available, 
and they may be connected for such tests through 
this chief inspector's apparatus." * 

Much of the past and present poor condition of 
lines is due to the lack of just such information as 
these insulation and capacity tests would give, and in 
an exchange of any considerable size, or one using 
much underground cable, the apparatus for these tests 
should be permanently set up and frequently used. 

* The quoted passages in this chapter are from a paper by Messrs. 
Carty, Pickernell, and Hibbard, entitled "A New Era in Telepliony. " 



CHAPTER VII. 

SWITCHBOARDS. 

Various forms of switchboard have been used in 
the history of telephony ; but the oldest forms are, 
many of them, now obsolete, or used only in the 
smallest and poorest exchanges, and they will not 
be described here. The most modern and most per- 
fect switchboards are now made on the multiple 
plan, in many cases adapted for metallic circuits. 
In all new installations, and, in fact, wherever it be- 
comes necessary to put in a new switchboard, for 
any reason, a multiple board adapted for metallic 
circuits should be used. 

In many of the older exchanges of slow growth, 
however, the "grouping" system is still used. This 
system is in every respect inferior to the multiple 
system, but as it may be many years before it en- 
tirely disappears, it is described below. In this sys- 
tem the subscribers were divided into groups of a 
convenient number, each group being given into the 
charge of one operator. In the exchange, each sec- 
tion of switchboard, providing for one group of sub- 
scribers and under the control of one operator, was 
connected, by a comparatively few trunk lines, with 
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every other section of board in the operating room. 
When any subscriber wished to talk with a sub- 
scriber in anotlier group than his own, the operator 
liaving his section in charge had to communicate in 
some way with the operator having the second sec- 
tion, and the connection was made over one of the 
trunk wires connecting the two sections. This com- 
munication between operators was done sometimes 
by talking across the room, sometimes by sending 
slips of paper across by messenger, and sometimes 
by means of annunciator drops on the trunk wires. 
The inconveniences of any of these methods are 
obvious, and the time consumed in making the 
connection was generally much greater by this sys- 
tem than by the multiple system. Consequently 
the "grouping" system is now rapidly being dis- 
placed by the multiple, where it has not already 
disappeared. 

THE "multiple" SWITCHBOARD. 

The multiple board is a development from the 
earlier boards and aimed to facilitate the operations 
of connecting, thus saving time and lightening the 
labors of the operator, while doing away with the 
noise and confusion necessarily attendant upon the 
older methods. In an operating room of the present 
day, where the multiple system is used, and the dis- 
cipline is good, there is almost absolute silence, even 
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although as many as five thousand subscribers may 
be sei\ed. 

The fundamental idea in the multiple system is 
that e\'cry line connected with the exchange is with- 
in reach of every operator, so that a subscriber call- 
ing may be connected with any other subscriber 
without the necessity of using trunk wires in the 
office. The whole operation takes place in front of 
the operator receiving the call, and is all performed 
by her. Beyond this, the old arrangement of as- 
signing to each operator a number of subscribers, 
whose calls she alone receives, is necessarily adhered 
to. The grouping of subscribers is planned on the 
basis of the number of calls of each per day, so that 
the work may be fairly averaged up among the 
operators, and no one shall have more calls than can 
be properly answered. 

In the modern boards the connecting jacks are 
placed in groups of one hundred each, numbered, 
and conveniently divided so as to assist the eye in 
finding the required number easily. The board is 
divided into sections, and a jack for every line in 
the exchange is placed in each section. Each opera- 
tor thus has before her all the lines in the exchange. 
The subscriber's lines enter from the distributing 
board in the terminal room, and each line loops into 
the proper jack in each section, passing through all 
the sections in series. From the last section the line 
should be carried to a second distributing board back 



Telephone Lines and Their Properties. 75 

of the switchboard, and from this point led to the 
proper annunciator drop. Tlie use of this second 
distributing board makes it possible to properly as- 
sign the subscribers among the operators, and to 
change the make up of the groups if it is found de- 
sirable or necessary to do so. By the arrangement 




Drop & 

Answering 
Jack 



ClEARrNG OUT 




Magneto 
Generator 



described it will be seen 
that the line connects with 
the annunciator last, and 
in the older form of multi- 
ple board the annunciator 
was cut out of circuit when 
a connection was made.* 

The annunciators, or " line Multiple Board. (Line and Test 
' not Twisted.) 

drops," as they are called, 

are now usually placed directly in front of each op- 
erator, and below the multiple portion of the board. 

* It was in this case necessary to provide another drop for each 
line, to be thrown when the subscriber had finished talking, thus in- 
dicating that the line was free. These were called " clearing out " 
drops. It is now considered the best practice to make the line drop 
serve for clearing out ; and to accomplish this the annunciator is 
bridged across the circuit, and is not cut out when connection is 
made. That the talking current may not be weakened, the drop is 
made of high resistance and great retardation. "The advantages of 
having the line and clearing out drops identical have been appre- 
ciated within the last two or three years, especially in the use of 
single cord boards, in which type of board the work of clearing out 
and watching connections is probably better done than in any other." 
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With each line drop is provided an answering jack 
for the operator and the necessary plugs and keys 
corresponding to each drop. The arrangement is 
shown in the diagram. 

The number of circuits terminating at each section 
of the board will largely depend upon the average 
daily use of the telephones in the exchange. Broad- 
ly, however, it may be stated that one operator will 
handle lOO lines, if not burdened with the making of 
tickets, or the handling of incoming local trunk 
wires. It is usual to provide three operator's outfits 
for each section of board, although it is only in the 
very largest exchanges that three operators to a sec- 
tion are necessary. In smaller boards the number of 
jacks is such that all arc within easy reach of one 
operator. 

METALLIC CIRCUIT BOARDS. 

Several arrangements have been adopted for me- 
tallic circuit switchboards. In one of these arrange- 
ments the connections are made as shown in the dia- 
gram below. In this method the jacks come into 
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one side of the line, in series, the drop is last, as 
shown, and the rings come into the other side of the 
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line. The drop is thus cut out whenever a connec- 
tion is made, and for making connections a cord is 
provided, double, with a plug at each end. Diffi- 
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Metallic Circuit Board. (Line and Test Twisted.) 

culty was experienced in this form with the contacts 
at the rings ; and it is now considered better to use a 
form of board where each side of the line passes 
through jacks, and in which a double cord with twin 
plugs is used. This insures good rubbing contact 
for each side of the line, and is about as easy to 
handle. 

y , — ^y . — y 




In a metallic circuit multiple board the wires lead- 
ing from the distributing board must be twisted in 
pairs, to avoid cross-talk; and indeed this should be 
done also in the case of the multiple board for 
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grounded circuits. Both wires of the pair should be 
used, the second wire never being left open, but 
grounded at the farther end of the pair, even if this 
should be at the end of a long cable. In this way 
cross-talk and other disturbances, both in the board 
and outside of it, are completely avoided, or very 
much diminished. 

It is now recommended that in the larger ex- 
changes a multiple switchboard should be placed, 
adapted for metallic circuits. This should be, if 
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Multiple Board Adapted for Metallic Circuits. (Twin Plugs and Double 
Cords.) 

possible, in a straight line, about four feet from the 
wall, thus leaving room behind it for inspection, 
changes, and repairs. When it is impossible to have 
the whole board in a straight line, it is better, as has 
been stated, to have the operators work on the inside 
of a circle than around the outside. 

" If branch offices exist in the exchange, the in- 
coming trunk wires are preferably to be handled on 
the first one or two sections of the board, and the 
toll line business preferably handled at the first sec- 
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tion. At this section connections may be made 
requiring tickets or other record, such as checks on 
toll or long distance business. If incoming trunks 
from a branch office are handled, they should be 
operated preferably by operators having in con- 
nection with their telephones a ' talking circuit,' its 
two branches extending ' open ' to the branch ex- 
changes, so that calls received by these operators 
would be through their telephones. The trunk lines 
should be so arranged, however, that they may be 
operated by ringing calls in the usual manner, if 
desired, without regard to the talking circuit." 

In very many of the larger exchanges already 
equipped with multiple boards, the boards are wired 
for grounded circuits only, and cannot be operated 
on the plans laid down for metallic circuit working. 
There are, however, in any large exchange, many 
demands for metallic circuits and instruments to be 
used for local and long distance work. 

" By their use, advantages are obtained in largely 
overcoming local inductive interferences. Such cir- 
cuits may be arranged advantageously on the plan of 
what is known as the combination loop. This is a 
local metallic circuit so arranged as to extend as a 
metallic circuit through the long distance, or metallic 
circuit switchboard, where one branch is grounded, 
the other branch extending in the ordinary manner 
as a single wire through the local exchange. Lo- 
cally, the wire is handled in the usual manner. At 
the combination board, however, the circuit extends 
to two jacks, and is handled by means of a twin plug. 
If, in combination with a multiple board, the jacks 
are so arranged as to provide the usual ' busy ' test 



8o Telephone Lines and Their Properties. 

when a plug is inserted, the circuit led by the twin 
plug and double cord at this combination board 
should have all the advantages required for long 
distance work." 

" In all cases grounded circuits, extended to the 
exchange through metallic circuit cables, should be 
connected to ground at the outer end of the cable, 
the unused wire of the pair being grounded at that 
point. Therefore, when a grounded circuit is con- 
nected to a metallic circuit by means of this return 
wire, the advantages of the metallic circuit are ex- 
tended to the outer or grounded end of the cable, 
from which point, of course, the single wire will be 
subject to such interferences as its exposure may 
bring into play. The return wire is by no means 
tiirown away, but is thus utilized throughout the 
cable. When two grounded wires are connected 
together, they are practically preserved from inter- 
ferences from adjacent wires throughout the cables 
and the operating apparatus, by the shield of the 
twisted mate, which is grounded at its extreme 
ends. 

" It is also found that in grounded circuit multiple 
boards very much of the induction which is oc- 
casioned by the old method of wiring may be over- 
come by using double plugs and cords, the outer 
shell of the plug being connected directly to the 
ground, by means of which the test-ring is grounded 
independently of the line wire." 

It is best, therefore, that during the transition 
period from grounded to metallic circuit apparatus, 
the combination board, as described, should be used, 
with double plugs and cords in connection with a 
multiple switchboard. The multiple board, wired on 
the old plan, might, with double plugs and cords, be 
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used as a metallic circuit board, but for one reason. 
This is, that as the wires are not twisted in pairs, 
there is actually more induction between wires in the 
board when operated as metallic circuits than when 
operated as grounded circuits on the plan just indi- 
cated. 

In metallic circuit boards, as has been mentioned 
above, the troubles from poor contact at the rings, 
with single plugs, and considerable leakages in the 
jacks, have led to the discarding of single plugs for 
metallic circuit working, and the adoption of two 
sets of jacks for each line, with what are known as 
twin plugs. The jacks are arranged in pairs, and 
the plug" consists of two ordinary round plugs in one 
handle, facilitating the handling of the cords, as it is 
practically as easy to use a twin plug as to use a 
single plug. 

In exchanges using grounded circuits and where 
the long-distance lines enter, it is necessary to pro- 
vide some means of connecting the metallic circuits 
with the grounded circuits without losing any of the 
advantages of the metallic circuits, as would be the 
case were the connections made direct. The metal- 
lic circuit must be complete, and the balance be- 
tween its sides preserved, to get the full benefit of it. 
This connection is made, therefore, by means of re- 
peating coils, which are a special form of induction 
coil. The metallic circuit is completed through one 
circuit of the repeating coil, the other circuit of the 
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coil being connected to the grounded circuit. There 
is no direct connection, and the talking is done by 
induction in the coil. These repeating coils are in 
daily use in almost every exchange connecting with 
the long-distance service. 

It has frequently been advanced as an objection to 
tlie adoption of metallic circuits for exchange lines 
that it is not possible, on the metallic circuit system, 
to operate " party lines," as is frequently done in 
grounded systems. It is not, of course, possible to 
operate successful!)' several instruments in series, in 
a metallic circuit, as the balance of the circuit would 
be thereby destroyed. " By connecting all instru- 
ments, however, in multiple arc, bridging across the 
circuit, nothing is lost in transmission, if the bell 
coils have sufficient retardation, and the electrical 
balance necessary to the proper working of the me- 
tallic circuit is preserved." " Other systems have 
been devised for the same purpose, in which a third 
wire is used for ringing, but this arrangement does 
not possess the advantages of the bridging method. 
Although the use of "party lines" is, on every ac- 
count, except that of expense, to be deprecated, it is 
quite possible to operate them on metallic circuits. 

* See also " Bridging Bell " system, p 204. 
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THE LAW SYSTEM. 

The Law system is used to but a slight extent, the 
most important exchange so operated being that at 
Richmond, Va. This system differs from the sys- 
tem in most common use, chiefly in one particular 
only, viz., its 'arrangements for calling. No genera- 
tors are used ; but in the central office is provided a 
large battery of perhaps from thirty to fifty " Law " 
Leclanche cells. This battery, used in connection 
with a circuit-breaker and induction coil, furnishes 
the power for calling up subscribers from the central 
of^ce. The subscriber has no such means of calling 
the exchange, but there is a second wire in connec- 
tion with his apparatus, always connected to the re- 
ceiver of the operator at the exchange. Over this 
calling wire the subscriber communicates with the 
operator, receiving his answer by a system of bell 
signals ; and when the desired connection is made, 
he switches back upon his talking wire and~converses 
as in any other system. The calling wires are com- 
mon to many subscribers, twenty or more being con- 
nected to each call wire. The subscriber's lines, or 
talking wires, are normally open at the switchboard, 
and the operator cannot talk to the subscribers. 
Otherwise, this system, in its connections, resembles 
the better known systems. 

The Law system possesses some advantages, but 
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they are far outweighed b)- its disadvantages, and it 
is unlikely that it will ever come into general use. 



AUTOMATIC EXCHANGES. 

Various de\'ices have been proposed, designed to 
do awa)' with the services of an operator, and so ar- 
ranged that the subscriber can do his ftwn switchinf^ 
and call up the person wanted. Most of these ar- 
rangements depend to a great extent upon the op- 
eration of clockwork. Although many of them are 
ingenious, all are rather complicated and certainly 
unsatisfactory. None of them have as yet been 
operated practically with any degree of success, nor 
can such a system come into commercial use. 



CHAPTER VIII. 

THE PROPAGATION OF ENERGY. 

Many theories have been advanced as to the struct- 
ure of matter, but the one which most satisfactorily 
fulfils all conditions, and the one now generally ac- 
cepted, is that known as the "atomic theory." 

According to this theory, the smallest possible par- 
ticle into which any substance, however complex, can 
be divided by the most perfect mechanical means is 
the molecule. The molecule of any substance can in 
turn be divided, by means other than mechanical, into 
its constituent elemental parts ; and each of these in- 
finitesimal parts is called an atom. The molecule of 
wood, for instance, is the smallest particle which can 
exist and still retain the properties of wood ; but it 
can be divided into several constituent elemental 
atoms, chiefly carbon, hydrogen, and oxygen, which 
had combined in certain definite proportions to form 
the molecule of wood. 

The molecules of a substance are separated from 
each other by spaces which are considerable in com- 
parison with the size of the molecules; and the mole- 
cules are at all times moving about through these 
spaces. It is this motion of the molecules which 
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constitutes heat, and whicli gives rise to the sensa- 
tion of heat when a body is touched. The degree of 
heat, or the temperature, depends on the violence of 
movement of the molecules, and the quantity of heat 
in an)- body is the total amount of the motions of 
its constituent molecules.* 

B}' the hypothesis just developed most of the 
phenomena taking place within bodies can be satis- 
factorily explained — such as heat (in part), sound, 
chemical combination. There still remain, however, 
other phenomena involving action at a distance, such 
as light, gravitation, electro-static and electro-mag- 
netic induction, and to explain these it is necessary 
to make another assumption. This other assump- 
tion was first made to account for the phenomenon of 
light, and was found to account very satisfactorily 
for all the observed phenomena. It is not necessary, 
however, to make any third assumption to account 
for the phenomena of electric induction, for the 
hypothesis we are about to develop will serve to ex- 
plain the induction phenomena as well as those of 
light, as we shall see. Our second assumption is this: 
That throughout all space — the space between the 
molecules of all bodies as well as the space between 
the stars and planets — there exists a fluid which we 

* " Motion," must, of course, in this connection, be understood to 
include the movements of the constituent parts of the molecule among 
lliemselves as well as the movements of the molecule as a vphole, both 
of translation and of rotation. 
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call the " luminiferous ether." The ether is a fluid of 
almost perfect elasticity and of very small mass — that 
is, it has very slight inertia, although it must possess 
inertia to some extent, otherwise the phenomena re- 
ferred to could not be satisfactorily explained. By 
"perfect elasticity" we mean that when a certain 
bulk of it is deformed — that is, compressed — into a 
smaller space by the application of some stress, if the 
stress is removed it will return exactly to its original 
volume. 

WAVES. 

It is thoroughly established by experiment that all 
action between two points not adjacent takes place 
by means of vibrations propagated in the medium 
existing between the point of origin of the disturb- 
ance and the second point. That is, the disturbance 
at the first point does not cause an action at the dis- 
tant point without intervening mechanism, but it is 
propagated from one point to another in the medium 
as a vibration which travels in the form of waves, 
outward in all directions from the starting-point. 
Thus, if an explosion takes place at some point in the 
open air, the sound is not immediately heard by a 
person standing at some distant point, but it is prop- 
agated outward in all directions from the point of 
disturbance by means of vibrations in the air, until 
some portion of the outermost wave reaches the 
observer, and he hears the sound, much weakened 
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by distance. Let us consider tliis phenomenon more 
in detail. The explosion itself does not produce 
sound. It causes the particles of air immediately 
adjacent to be suddenly pushed outward in all direc- 
tions. These particles hit against the particles next 
adjacent and cause them to move suddenly outward, 
the first particles returning along the path on which 
they came, and so on ; each particle of air moving 
backward and forward over a certain distance, greater 
or less according to the violence of the original dis- 
turbance, and communicating a similar, but lessened, 
motion to each particle in the next outer layer. The 
outer edge of the disturbance thus moves regularly 
along until it reaches the observer. Then the strik- 
ing of the particles of air against the mechanism of 
the ear excites the sensation of sound. 

In the case of the vibrations producing sound, 
each particle moves backward and forward in a line 
with the propagation of the disturbance. There will 
thus be produced conditions such that at some points 
the particles are crowded more closely together than 
usual and at some other points they are more widely 
separated than usual. The distance between the con- 
densations is called a wave-length ; and upon the 
wave-length depends the pitch of the sound heard. 
The distance over which each particle moves back 
and forth is called the amplitude of the vibration, 
and upon the amplitude depends the loudness of the 
resulting sound. The waves produced by the crowd- 
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ing together and drawing apart of the particles, — the 
condensations and rarefactions of the medium — travel 
along with a velocity which is always the same for 
the same medium under the same or like conditions. 

We have so far considered only those vibrations 
producing sound, in which the motion of the particle 
is in a line with the propagation of the disturbance. 
But we may have vibrations in paths which cross the 
line of propagation of the disturbance. Let us con- 
sider the familiar phenomenon of dropping a stone 
into still water. Everyone knows that in such a case 
the ripples will travel out in circles from the centre 
of disturbance, diminishing in height as they recede. 
The height at the starting-point depends on the vio- 
lence of the disturbance. In this case the particle of 
water vibrates up and down, across the line of prop- 
agation of the wave. The length of the path of each 
particle, or the height of the wave, is the amplitude 
of vibration, and the distance between succeeding 
crests or succeeding troughs is a wave-length. 

It is entirely conceivable that there might be vi- 
brations in which the particle moved in a circular or 
oval path about the line of propagation of the wave. 
The characteristics of the wave would remain the 
same so far as velocity is concerned, although its 
form would be different from those that we have 
considered. 

Let us now take up again the case of the explo- 
sion cited above, and trace the energy through its 
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several transformations. Tlie energ)- first exists in 
the explosive, as the potential energy of chemical 
combination. How it got into the explosive, and 
what transformations it went through before that 
need not concern us. When the chemical combina- 
tion takes place, by the firing of the detonator, or by 
other means, the atoms in the materials of the explo- 
sive, which is a mixture, form new combinations 
with each other, and the resulting substances — com- 
pounds — are different from the substances which ex- 
isted in the mixture. One of the products is a gas. 
Now the molecules of a substance in the state of gas 
are much more widely separated and more free to 
move among themselves than in the solid state. 
The molecular motions are, in fact, much more ex- 
tended. The molecules of the gas, then, strike vio- 
lently against the surrounding molecules of air, and 
the vibration thus produced travels outward in all 
directions from the origin, in the form of waves, in 
ever- widening spheres. Some of these vibrations 
are of such wave-length that the sensation of sound 
is produced. The vibrations communicated by the 
explosion to the surrounding ether give rise to the 
sensations of light and heat. The potential energy 
of the explosive has now been transformed into ki- 
netic energy in the surrounding medium. If there 
were no other condition but distance to be consid- 
ered, the total energy passing through any one of 
these spherical surfaces per second would be equal to 
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that passing through any other such surface ; and the 
intensity of the disturbance at any point would be 
exactly inversely proportional to the square of its 
distance from the centre. To make this point clearer, 
let us take a soap-bubble, for example. When the 
bubble is of a small size, the film is of considerable 
thickness. As we blow the bubble larger, the same 
amount of matter must be distributed over a larger 
surface. If we consider, then, a small area on the 
small bubble, say 6ne square millimetre, the thick- 
ness of the film on that square millimetre, as the 
bubble increases in size, will decrease and will be 
inversely proportional to the total surface of the 
bubble, which is the same as saying that the thick- 
ness of the film at any point is inversely proportional 
to the square of the radius of the bubble. It is not 
to be understood that this is an exact analogy, by 
any means, to the case of the propagation of vibra- 
tions, but it may help to a clear conception of the 
particular point we are considering. Let us now re- 
turn to tracing the transformations of energy in the 
case of the explosion. The portion of energy trans- 
formed into heat-waves heats the air and is eventu- 
ally returned to the earth as heat. The light-waves 
do the same, being finally transformed into waves of 
dark heat in some body against which they strike, 
and eventually return to the earth ; and the same 
thing happens, in a different way, to the sound- 
waves. For the particles of air, in vibrating by one 
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another, and hitting each other, generate lient-waves 
by friction, and this energy also eventually returns 
to the earth. In the earth this energy of heat is 
finally transformed, by chemical action, into some 
form of potential energy, as in a vegetable growth, 
or it is radiated out into space to some other botl\-, 
there to undergo other transformations. 

We have seen, in tracing the energy of our explo- 
sion through its various transformations, that there 
appears to be more than one kind of vibration. The 
vibration producing sound is the vibration of parti- 
cles in the line of propagation of the disturbance, 
while the vibrations producing light and heat are 
across the line of propagation — a transverse vibration 
— and exist in the ether. The difference between 
light-waves and heat-waves in the ether is, in fact, 
simply a difference of wave-length ; and our not see- 
ing the heat-waves as light is due solely to the im- 
perfection of our organs of sensation. These facts 
have been amply proved by experiment, but we 
shall have to accept them here as facts, without 
proof. 

Up to this point we have not considered the 
propagation of electric disturbances at all. We have 
seen that the vibrations in the ether, so far as we have 
investigated them, are really of but one kind, giving 
rise to the sensations of light or heat according as 
the waves are short or long. What is the nature of 
the vibration by which electrical disturbances are 
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transmitted through the ether? Theory, confirmed 
by recent experiment, shows us that electro-magnetic 
disturbances are transmitted through the ether by 
the same kind of vibrations that give rise to light 
and heat ; and that the velocity of propagation of 
electro-magnetic disturbances is sensibly the same as 
that of light. This is not yet conclusively proved 
by experiment, but its truth seems very probable, 
and it is what we would logically expect to be the 
case. 

When a particle in an elastic substance is dis- 
placed from its point of rest, the force urging it back 
to that point is proportional to its displacement. 
When the acceleration is proportional to the dis- 
placement the particle vibrates harmonically, and the 
velocity of propagation of the wave is constant 
for a given substance and given conditions. If the 
wave of electro-magnetic disturbance is a vibration 
of the same kind as the light-producing vibrations, 
and in the same medium, we should expect the ve- 
locity of propagation to be the same. If this is found 
to be the case, we shall then have vibrations of a 
definite kind in the ether, running through the whole 
range of wave-lengths, but all propagated with the 
same velocity. The excessively short waves will be 
the ultra-violet, which are too short to be distin- 
guished by the eye as light, but which can be de- 
tected by the sensitive photographic film ; the longer 
waves give rise to the sensations of light of the dif- 
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ferent colors known to us, running througli the spec- 
trum until the ultra-red rays are reached to which 
the eye does not respond. These waves make them- 
selves most manifest as radiant heat, although all the 
light rays have the same heating properties, less 
marked as the wave is shorter. The length of the 
waves of electro-magnetic disturbance depends on 
the size of the body whose "electro-static charge" is 
disturbed ; and theor)' shows us that the oscillations 
of an electric charge on a body of atomic dimensions 
would give rise to waxxs of the length of light- 
waves. We have not space to follow out this the- 
ory in detail, but it seems probable that light-waves 
are, in fact, electro-magnetic disturbances propagated 
through the ether and due to the electric oscillations 
set up in the atomic charge. * 

The length of the wave of electro-magnetic dis- 
turbance may be anywhere in the whole range of 
ether wave-lengths, from the ultra-violet to waves 
many hundred miles in length. 

According to the best established theory of elec- 
tric action the charge on a body is the displacement 
of electricity outward from that body into the di- 
electric. This displacement, while it is taking place, 
is an electric current. As the dielectric must, how- 

* For accounts of experiments in this direction and detailed demon- 
stration of this and similar matters the reader is referred to Dr. Flem- 
ing's Alternate Current Transformers, Maxwell's Electricity and Mag- 
netism, Life of James Clerk Maxwell, by Campbell and Garnctt, and 
the account of Dr. Hertz's experiments. 
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ever, be considered as a body which permits such ac- 
tion to but a limited extent, its elastic limit is soon 
reached and a state of strain is established. When 
the impressed force is removed, or its sign reversed, 
the strain is relieved. No satisfactory hypothesis 
has ever yet been advanced as to just what electricity 
is, or whether there is actually any such thing. We 
feel some repugnance to admitting that an electric 
current is the actual movement of material particles, 
although the known phenomena can be explained on 
such an hypothesis.* We must, therefore, be con- 
tent to let that question remain in abeyance for the 
present, and deal merely with what we may fairly 
say has been found out as to the propagation of elec- 
tro-magnetic disturbances, the origin and laws of 
electric currents and the propagation of energy. 

From the extensive and complete experiments of 
Dr. Hertz, already referred to, he concluded that the 
velocity of propagation through the air of electro- 
magnetic disturbance is greater than the velocity of 
propagation through a wire. He found that the 
waves of electro-magnetic disturbance were reflected 
from conducting surfaces and refracted by prisms of 
dielectric substance. 

We know now, from experiment, that the waves of 
light, dark heat, and electro-magnetic disturbance are 
all forms of radiant energy propagated through the 

* See Maxwell's Theoiy of Molecular Vortices, in Life of J. Clerk 
Maxwell. 
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ether with a \'clocity which it is most probable is the 
same for all. All these waves can be reflected, re- 
fracted, and dispersed, and they are probabl}- identi- 
cal, the class of phenomena produced by them de- 
pending upon their length alone. It may not be 
anticipating very much to prophesy that means will 
be found to render these forms directly intercon- 
vertible. 

In the light of our new knowledge we see that we 
must in great measure reconstruct our ideas as to the 
origin and method of propagation of electric currents. 
We must, in considering such phenomena, direct our 
attention as much to what is taking place in the 
space outside a conductor as to what is taking place 
in it. We must not look upon an electric current as 
necessarily something in motion in the conductor, 
but we must rather consider that all space is filled 
with energy, which can be transferred from point to 
point. The conductor and other portions of the cir- 
cuit merely seem to direct the energy to particular 
points, where it is transformed so as to produce de- 
sired effects and to furnish a place where energy can 
be dissipated. The energy does not reside in the 
wire, for we find the whole space about the conduct- 
ing wires the seat of electro-magnetic energy. Let 
us consider the case of a battery with its poles con- 
nected by a wire. The potential energy of chemical 
combination causes energy to be radiated out along 
certain lines, whose position the presence of the wire 
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helps to determine, the medium through which the 
energy is propagated being the ether. Energy is con- 
stantly flowing in upon the wire on all sides, and is 
there transformed into heat or light and again radi- 
ated out. 

A consideration of the phenomena in connection 
with the transference of energy has led to the formu- 
lation, by Professor Poynting, of the law in regard to 
it, as follows : " At any point in the magnetic field 
of conductors conveying currents the energy moves 
perpendicularly to the plane containing the lines of 
electric force and the lines of magnetic force, and the 
amount crossing a unit of area of this plane per sec- 
ond is equal to the product of the intensities of the 
two forces multiplied by the sine of the angle be- 
tween them and divided by 47r." 

That is, if E = electric force, or force on a very 

small body charged with a unit quantity of positive 

electricity, and H = magnetic force, or force on a 

small unit north pole, and if ^ = the angle between 

the directions of these forces, then the 

, EHsmO 
flow of energy per second = 

and is perpendicular to the planes containing E 
and H. 

Let us investigate the case of a telephone circuit 

and see if we can trace the energy. The potential 

energy of chemical combination in the battery is 

transformed into kinetic energy and radiated out- 

7 
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ward from the conducting circuit through the ether 
in the form of a strain of some sort until the surface 
of the enclosing conductor is reached. It enters tliis 
and immediately begins to be transformed, the 
amount crossing successive layers decreasing until, 
when the centre is reached, it has all been trans- 
formed. A part is transformed into dark heat radia- 
tions, and sent out again, and a part then exists as 
tubes of magnetic force surrounding the wire. The 
action of the transmitter consists in alternately in- 
serting into the space enclosed by the circuit and 
withdrawing from it a number of lines of magnetic 
induction. The action of an induction coil is pre- 
cisely similar to that of a dynamo, the variation in 
the number of lines of induction enclosed by the 
armature (the secondar}-) being effected by the varia- 
tion of the existing current instead of by mechanical 
movement. The change in the number of lines of 
magnetic induction enclosed by the secondary causes 
an electro-magnetic disturbance to be propagated 
through the ether in tlie space enclosed by the sec- 
ondary circuit. This radiant energy, when it reaches 
the bounding wire, enters it and is again trans- 
formed, as in the primary circuit, partly into radiant 
heat and partly into tubes of magnetic force sur- 
rounding the wire. By suitable arrangements of 
parts we are now able to transform the energy of the 
magnetic field into the kinetic energy of mechanical 
movement of the diaphragm of the receiver, thence 
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into energy of sound-producing waves in air. Part 
of this is dissipated as dark heat in the air, and part 
continues as energy of mechanical vibration in our 
organs of hearing, finally to be dissipated as heat. 
The exact path followed by the energy throughout 
its transformations in the circuits could be found by 
plotting the directions of the lines of electric force 
and the lines of magnetic force at each point, and 
making the line of propagation of energy perpendicu- 
lar to both ; and the fate of flow of energy through 
any surface could be round if we knew the magni- 
tudes of these forces, E and H. 

When energy is transferred from a point of trans- 
formation to a second point, at which it is again 
transformed, work is done by the first point on the 
second. A systematic application of this principle 
to any difficult questions arising in practice, will gen- 
erally serve to clear them up more quickly and easily 
than it can be done in any other way. For example, 
we may wish to know whether the phenomena 
taking place in one body will be affected by the 
presence of some other body. The point to be 
investigated, then, is whether the first body does 
work on the second body ; that is, whether any 
of the energy radiated out from the first is trans- 
formed in the second. If that is found to be the 
case, then we know the phenomena in the first body 
are affected by the presence of the second body. 
It is important to grasp this idea thoroughly. It 
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can generally be applied without the use of mathe- 
matics. 

Sir William Thomson has originated a theory according to which 
all matter is made up of almost infinitely small vortices of perfect 
fluid, each rotating about a hollow central space. These vortices may 
be of the open filament form, having two ends, or of the ring form, in 
which the opposite ends of the same hollow vortex are joined to- 
gether. The ring form is the most stable, and the straight form can- 
not exist with free ends. The ends must abut on something. The 
rotation is a necessary condition of their existence as matter. [Ma- 
terial vortices of the ring form and comparatively veiy great dimen- 
sio)is, are seen in the familiar "smoke rings."] 

The mathematical laws of vortices have been investigated and it 
has been found that such phenomena as the attraction of gravita- 
tion, electrostatic charge, and other so-called "action at a distance,'' 
can be accounted for on this hypothesis. Ciiemical combination can 
also be explained. There is, however, no experimental jiroof of the 
truth of this theory, which we must take as [lure theory, yet to be cor- 
roborated. The vortex theory does not clash at all with the atomic 
theory, but goes considerably farther, in that it explains the structure 
of the atoms of ordinary matter and of the ether. 

The atom is indivisible, not because of its absolute hardness, but 
because it slips away from the knife. 

The vortex theory is complete in itself, and the proof of the untruth 
of any portion of it would be the overthrow of the whole. 

Assuming the truth of such a theory, according to which all matter 
is made up of the same elemental substance, new and simple concep- 
tions could be formed of electrical resistance, potential, and such phe- 
nomena. 



CHAPTER IX. 

THE TELEPHONE CURRENT. 

In the transmission of speech by undulatory cur- 
rents of electricity there are three fundamental and 
distinct operations. 

The waves of sound produce waves of electric cur- 
rent ; the current waves are transmitted over the 
line; and at the receiving ends the undulations of 
current are made to produce sound-waves. In per- 
fect telephone transmission, were such a thing pos- 
sible, the sound-waves at the receiving end would be 
exact reproductions of the sound-waves at the trans- 
mitting end. This it is obviously impossible to ac- 
complish. The amplitude of the waves, or the loud- 
ness of sound, will be diminished by an amount due 
to losses on the line and in transformation, and by 
work done on the conductors themselves. The work 
done on the line is wasted in producing heat. But 
the amount of heat is so slight as not to be measure- 
able, although the effect of this work in changing the 
shape and amplitude of the current waves may be 
very considerable. 

As it is our aim to make the sound at the receiv- 
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ing end as nearly as possible an exact reproduction 
of the sound at the transmitting end, it is necessary 
that the apparatus for transforming sound-waves into 
electric waves, and %'iee versa, should be such as to 
cause the least possible change in form and ampli- 
tude ; and in addition to this, it is necessary that the 
line should be so constructed that the current waves 
may be propagated with the minimum alteration. 
That is, the work done by the current in the line 
itself must be made as small as possible. We must 
therefore consider what are the characteristics of 
the telephone current ; which of these characteristics 
are affected by the several properties of the line ; 
what particular characteristics it is most essential 
to preserve, and what we can best afford to lose. 
For it is impossible to avoid losses of all kinds, and 
some of these losses must necessarily be consider- 
able. 

The sound of the human voice is produced by the 
vibration of a thin elastic membrane at the top of the 
windpipe. The air from the lungs, passing through 
a slit in this membrane, sets it into vibration, and as 
the tension on the membrane is varied, its rate of 
vibration changes accordingly, thus varying the pitch 
of the fundamental, and its many accompanying over- 
tones. With the aid of the mouth the fundamental 
tone and the overtones are mixed together in differ- 
ent proportions, and in this way the different vowel 
sounds are produced. It is especially in the way of 
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the reproduction of the overtones that our difficul- 
ties lie. 

PITCH, CHARACTER, AND CLEARNESS. 

The pitch of the sound depends upon the period 
or frequency of vibrations of the fundamental note, 
and would be the same were all the overtones de- 
stroyed. Nor is the pitch at all dependent on the 
form of the wave. The form of the wave determines 
the quality or character; and the resultant wave 
produced by the voice, including all the overtones, is 
generally of a very complex form. It is by the qual- 
ity or character that we are able to recognize individ- 
ual sounds. Clearness depends upon the preserva- 
tion of the form of the wave, and loudness upon the 
amplitude of the vibrations. To recognize and 
understand spoken sounds it is not necessary that 
they should be loud. The faintest speech is readily 
understood if only it is clear ; and clearness, or the 
preservation of character — that is, the preservation of 
all the overtones in their original relations to the 
fundamental — is therefore the main point to be kept 
in view. In the transmission of sound-waves through 
air there is no confusion of waves due simply to dis- 
tance. There is, therefore, no loss of clearness, and 
in that respect the problem solves itself. In the 
transmission of speech by electricity there are, as we 
shall see, many other conditions to be considered, 
and the problem of preserving all the vibrations 
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in their original inter-relations becomes very dif- 
ficult. 

PROPERTIES OF ALL LINES. 

In transmitting sound by electricity, the trans- 
mitted current is necessarily alternating in charac- 
ter. Even in those cases in which the vibrations are 
impressed upon a steady current, the operative or 
sound-producing portion of the resultant current is 
alternating, and obeys the same laws as the simple 
alternating current ; and we shall therefore consider, 
in this connection, the alternating current alone. 

According to the older views in regard to electric 
currents, the changes in electric force which deter- 
mine these currents are propagated through conduc- 
tors only. We have seen in the last chapter, how- 
ever, that changes in electric force are propagated 
through the ether. These changes are impressed 
upon conductors from the outside, and determine 
the so-called flow of current within the conductors. 
When the flow of current is continuous and steady, of 
course no changes of electric force are taking place ; 
and the views which have been held in regard to 
steady currents lead to practically accurate results, 
although starting, perhaps, from erroneous premises. 

In dealing with variable or alternating currents, 
if we start with the correct premises as to the im- 
press of electro-motive forces, the changes in currents 
and resistance no longer seem to take place accord- 
ing to arbitrary and empirical laws. As an electro- 
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motive force is impressed upon a conductor from the 
outside, the distance to which it will penetrate tlie 
conductor depends upon its duration and upon the 
nature of the condtictor. Therefore, with a given 
impressed electro-motive force, the amount of current 
flowing in any infinitesimal shell of a conductor will 
depend upon the nature of the conductor and the 
distance of the shell from its circumference. If the 
impressed electro-motive force is of suiificiently short 
duration, the current flowing in any such shell will 
differ in quantity from that flowing in any other such 
shell ; for the electro-motive force at any distance 
from the circumference is, in that case, less than the 
total impressed electro-motive force at the circumfer- 
ence, and different from that at any other point. If 
we calculate, from a knowledge of the rate of change 
of the impressed electro-motive force and the prop- 
erties of the conductor, the electro-motive force at 
points within the conductor, the alternating current 
will be found to follow Ohm's law as accurately as 
that law is followed in the case of steady currents. 
In fact, the steady current is only an extreme case of 
the alternating current. The intensity, within a con- 
ductor, of an externally impressed electro-motive 
force is found to vary according to the same laws as 
the changes of temperature in a conductor of heat.* 

* A very clear idea of the action of variable or periodic changes of 
impressed electro-motive force maybe obtained in the following way : 
Take a glass tube of large diameter, fill it with a liquid having in 
suspension some particles or powder, and close the ends with glass. 
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INCREASED RESISTANCE FOR HIGH PERIODS, AND EFFECT 
UPON TELEPHONE CURRENT. 

From the laws of distribution of alternating cur- 
rents in conductors, as we have followed it above, we 
see that the vibrations of low frequency will pene- 
trate a conductor more deeply than those of higher 
frequency. Hence the vibrations of low frequency, 
being distributed more widel}', will meet with less 
effective resistance to their passage than those of a 
high frequency. Therefore, in a wave made up of 
vibrations of several periods, the vibrations corre- 

If, t]ien, the tube be turned through a given angle, back and forth 
about its axis, the amount of disturbance of the liquid will be seen to 
diminish from the circumference to the centre. The frequency of vi- 
bration of the tube and the nature of the liquid used, determine the 
distance of penetration of the disturbance, and the angle through 
which the tube is turned corresponds to the intensity of the impressed 
electro-motive force. 




Sir William Thomson's Formkla. 

<r = specific resistance in square centimetres per second. 

[For copper, a = 1610.] 
a = radius of the wire. 

R{S) = value of — 5 (resistance, in C. G. S. units, of length /, for 

steady currents.) 
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spending to the sounds of higher pitch will be re- 
duced in amplitude to a greater extent than the 
sounds of lower pitch ; and the tendency, in trans- 
mitting speech by electricity through conductors, will 
be to obliterate, to some slight extent, the overtones. 
This is the effect of resistance alone ; and here we 
see the first difficulty in the way of preserving the 
original inter-relations of the vibrations of different 
periods. This effect of resistance undoubtedly exists ; 
but there is no reason to suppose that simple resist- 
ance changes the relative positions of the fundamen- 
tal and superposed waves, and the detrimental ef- 
fects, due to causes which we shall presently consider, 
are relatively so great, that the effect of resistance, 
except as causing a general reduction of loudness, is 
not noticeable. 

R{,N) = effective resistance (impedance) of length / for alternating 

current of iV periods per second. 
^(A'') = current density at distance r from axis at time t. 
C {N) = current density in axis at time t. 

c (N) = C [N) • {ber qcos^ — bei q sin ft). 



/2N- 



ber ? = I 



a = 27r Nt. 

r , f 



bei q ■= — j- „ t- . ■ . . 

2^ 2' • 4'' • a' 

When r ■=^ a, p ■= q. 
J?(JV) I berfi • bei' p — beip • ber' p 

Rl^S) ~ 2^ ' {ber'pf + {bet pf 

Accents denote differential co-efficients. In cable, where the dis- 
tance between wires is not great in comparison with the diameter of 
wire, this formula does not hold strictly. 
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Some experiments in this direction \\'ere tried by 
the author, which go far to prove that the sharpness 
of the wave is not impaired by simple resistance, and 
that sound may be transmitted electrically through 
immensely high resistance, provided no other hurtful 
factors are introduced. 

In these experiments souiid was transmitted, per- 
fectly sharp and clear, through a resistance measur- 
ing three megohms. This resistance consisted of a 
pencil mark upon paper, and possessed therefore, 
practically, no self-induction. As a source of sound, 
both a tuning-fork and the voice were used ; and it 
was abundantly proved by further experiment that 
the observed effect was due to real transmission, and 
not to electrostatic action. Smaller resistances were 
also tried ; and there is scarcely room for doubt that 
speech can be clearly transmitted and readily under- 
stood through several hundred thousand ohms of 
simple resistance* without self-induction. 

* In order to avoid confusion of terms, the effective resistance, or 
apparent resistance, offered by a conductor to the passage of a current 
of a given period is called its impedance for that period. The term 

conductance, meaning the reciprocal of the resistance f -V will also 

be used. Conductivity has heretofore had two meanings : first, the 
same as conductance; second, the ability of any given conductor to 
conduct electric currents, as compared vi^ith some standard material, 
such as pure copper. 

Resistance, as used hereafter, will mean only what it has usually 
meant — the obstruction offered by a conductor to the passage of a 
steady current ; conductatice is the reciprocal of the resistance ; impe- 
dance is the obstruction offered to the passage of the current undc 
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SELF-INDUCTION. 

In order to consider understandingly the effects of 
self-induction we must investigate the actions which 
take place when a current flows in a wire. When a 
current is flowing in a wire, there exist always, in 
the space about the wire, rings or loops of magnetic 
induction. When the current increases, these rings 
or loops of induction are expanded, fresh loops being 
" shed off," so to speak, from the wire ; and when 
the current decreases, the loops of induction are con- 
tracted in upon the wire, and vanish at the centre. 
If, therefore, an alternating current is flowing in the 
wire, the rings contract to the centre, one after an- 
other, then expand from the centre with the direc- 
tion reversed. We may consider, in a sense, that at 
the centre they are turned inside out, and expanded 
again. 

As stated by Faraday, " If the magnetic induction 
through any circuit be varied by any means, an elec- 
tro-motive force is set up in that circuit proportional 
at any instant to the rate of change of the magnetic 
induction at that instant." * 

consideration ; and conductivity is the ability, as compaved with that 

of a standard material, to conduct steady currents. 

* If iV is the number of lines of induction passing through a circuit, 

any small movement for time dt, which changes A' by dN, will start in 

dN 
motion a quantity dij. If R is the resistance of the circuit, — = dq. 
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This electro-motive force of induction is opposed 
in direction to the electro-motive force impressed on 
the circuit. The current, in increasing, causes more 
lines of magnetic induction to be inserted in its cir- 
cuit, and thus creates, during the period of increase, 
an electro-motive force equal, at any instant, to its 
own rate of increase, and opposed in direction to the 
electro-motive force which is impelling the current. 

Any circuit traversed by a current encloses within 
the space bounded by the conductor a certain num- 
ber of lines of induction, the number depending 
upon the strength of the current ; and if we assume 
the circuit to be wholly removed from all other cur- 
rents and magnets, the total inductance (number of 
lines of induction) through the circuit, for a unit cur- 
rent flowing in it, is called the co-effieient of self -in- 
duction. 

The lines of induction through any circuit in 
which current is flowing, are always closed upon 
themselves, and form rings or loops. The exact 
form of the loop depends upon what is going on in 
the space outside the circuit, and upon the magnetic 



If E is the average 


electro 


-motive force during the movement, and C 


the average current during 


dt, Cdt — dq. 


Substituting, 




— f- 


By Ohm's law, 




CR = E. 

.-. Edt = dN. 
dN 
'dt~^- 
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properties of the medium through which it passes; 
but every loop of induction must surround the cur- 
rent which caused its existence. If, then, we imag- 
ine a second circuit placed near the first, some of 
these loops, in passing around through space, will be 
threaded through the area enclosed by the second 
circuit. Hence, if any change takes place in the cur- 
rent flowing in the first circuit, it will cause contrac- 
tion or expansion of the loops of induction, and 
therefore a change in the number of lines of induc- 
tion passing through the second circuit. This will 
give rise to an electro-motive force of induction in 
the second circuit, opposed in direction to the elec- 
tro-motive force in the first circuit, and equal to the 
rate of change in the number of lines of induction 
passing through the second ; and this will give rise 
to a current in the second circuit. This phenomenon 
is called mutual induction. 

If, now, we go a step farther, and imagine that an 
electro-motive force is originally impressed on the 
first circuit, and another electro-motive force is im- 
pressed on the second circuit, this condition of affairs 
will exist : Let us call the first and second circuits A 
and B, respectively. The circuit A will have its sys- 
tem of loops of induction, some of which pass through 
the circuit B, and the circuit B will have its system 
of loops of induction, some of which pass through the 
circuit A. There will then be a bundle of loops of 
induction which are linked with both A and B ; and 
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the number of lines of induction so linked will de- 
pend on the current flowing in each circuit, and the 
position of one circuit with respect to the other. If 
we assume the two circuits to be wholly removed 
from all other currents and magnetic material, and 
unit current passing in each, the number of loops of 
induction linked with both circuits is the eo-efficient 
of mutual induction for those circuits in their given 
relative positions.* 

Evidently, the co-efficient of mutual induction will 
change with every change in the relative positions of 
the two circuits. If one circuit is in the plane con- 
taining a loop of induction due to the other circuit, 
then no lines belonging to the A system will pass 
through B, and no lines of the B system will pass 
through A. In this case the co-efificient of mutual 
induction is zero, and a change in the current in one 
circuit will have no effect upon the other. 

We thus see how we can represent the effect of 
one current upon another, by constructing the system 
of lines of induction due to each, and seeing what 
lines pass through both circuits. If we add a third 
circuit, C, with its system of lines of induction, some 

*We use the terms "lines of induction" and "loops of induc- 
tion " merely as a help to the imagination in forming conceptions of 
the state of things we are considering. It must not be understood 
that they are actual lines ; but, by speaking of the number of lines 
through a given surface, we are able to see a clear and actual image 
of the intensity of tlie inductance through that surface. In a similar 
sense we speak of lines of force of any other kind. 
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of the lines of the C system will pass through A and 
some through B ; some of the lines of the B system 
will pass through A and some through C; and some 
of the lines of the A system will pass through B 
and some through C. We have therefore a new 
relation depending upon the positions of A, B, and 
C with respect to each other, and upon the current 
flowing in each circuit. In the same way, we could 
make up a resultant system of as many circuits as 
we chose. Let us assume that we have a large num- 
ber of such circuits, all alike in form and dimensions, 
but a considerable distance apart. Then the number 
of lines of induction of one system, which is linked 
with each of the other circuits, will be very small. 
If we now move the circuits into new positions, 
nearer together, the number of lines linking the dif- 
ferent circuits together will be increased. We may 
thus approach the circuits nearer and nearer, the 
strength of the links continually increasing, until the 
different circuits come together and form one circuit, 
the conductor having a cross-sectional area equal to 
the sum of the cross-sectional areas of the elemental 
circuits of which it is composed, and the current 
flowing in it being equal to the sum of the elemental 
currents. Evidently, in this case, all the lines of 
each elemental system will be linked with every 
other system, and we see, therefore, that the self- 
induction of a circuit may be regarded as the mutual 
induction of its elements upon each other. This 
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condition is veiy near!)', if not quite, attained in 
practice in induction coils having the primarj' and 
secondary wound side by side throughout, as in 
some forms of repeating coils. 

The subject of induction becomes much compli- 
cated when the medium through which the lines of 
magnetic induction pass is of magnetic material ; 
but, as we shall consider the case of circuits of cop- 
per only, and shall not deal with apparatus in which 
magnetic material is used, that portion of the subject 
need be considered here but very briefly. 

In circuits consisting entirely of non-magnetic ma- 
terial, and surrounded by material of constant mag- 
netic permeability, the inductance (the number of 
lines of induction passing through the circuit) is a 
constant depending only on the form and the size of 
the circuit. If, however, the medium through which 
the lines of magnetic induction pass is wholly or in 
part of magnetic material, the inductance is no lon- 
ger constant. The value of the inductance in this 
case depends largely on the magnetic history of the 
material, and will be different for different directions 
of the magnetizing force — that is, it will depend on 
whether the magnetization is increasing or diminish- 
ing. With a periodic electro-motive force, the co- 
efificient of induction will not only be variable, but 
will have two values for a given value of current. 

If we magnetize a piece of iron to what is called 
saturation, and then demagnetize it by a gradual 
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withdrawal of the magnetizing force, the value of 
the magnetization for a given value of the magnetiz- 
ing force is greater during the withdrawal of the 
force than during its increase; and if the piece of 
iron is carried through a complete cycle of magnet- 
ization, from any degree of magnetization to any 
other degree, and then back to the starting-point 
again, it is found that the curve representing the 
increase of magnetization encloses, with the curve 
representing its decrease, an area which represents 
work done upon the iron. The curve of decrease 
lags behind the curve of increase, and this lagging 
behind is called magnetic hysteresis. Energy is actu- 
ally expended in performing the cycle of magnetiza- 
tion, and this energy is dissipated as heat in the 
iron. This is something quite apart from the pro- 
duction of heat by eddy currents, and would take 
place in iron so perfectly divided that eddy currents 
could not occur. It is due to a sort of magnetic 
friction — a resistance of the molecules to change 
of arrangement, and is diminished by mechanical 
vibration. 

There is also a magnetic lag due to the fact that 
time is required for a given magnetizing force to 
produce its effect. This is most noticeable in the 
softest iron and under feeble magnetizing forces. 

The electro-motive force impressed on any circuit, 
then, maybe resolved into two portions, one of which 
serves to overcome the opposing electro-motive force 
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of induction, and the remainder drives the current. 
That is, 

Impressed electro-motive force = effective electro- 
motive force 4- counter electro-motive force of induc- 
tion. 

The effective electro-motive force and the counter 
electro-motive force differ by a quarter of a period, 
and the effective electro-motive force is in the same 
phase as the current. The mathematical investiga- 
tion of the flow of simple periodic currents,* shows us 
that the phase of the current is retarded behind 
that of the impressed electro-motive force by an angle 
5, such that 

tan ^ = 27r « -„> 

where n is the number of vibrations per second, L is 
the coefficient of self-induction, and R the resist- 
ance. We see also that the maximum value of the 
current would be obtained by dividing the maximum 
electro-motive force by \/ E^ -f- (27r n Lf ; and that 
the form of the current curve has not been changed 
from the simple harmonic, or sine curve, by its re- 
tardation of phase. 

The quantity VR' + {2ir n Lf is the impedance, 
and, as we shall see, in dealing with the properties of 
telephone lines it is the impedance and the angle of 

* See Fleming, Alt. Current Transformers, p. 105 ct seq. 
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lag, b, which concern us immediately. As the cur- 

E 

rent = ^ ^ ■> impedance takes the same place, 

impedance 

for alternating currents, that the resistance has for 
steady currents. The impedance can therefore be 
measured in ohms. Having obtained the impe- 
dance in ohms and R, in ohms, and knowing n, in 
seconds, we can obtain the self-induction, in " sec- 
ohms," and the value of S.* The relations can be 
'illustrated by the figure below. 




As the resultant curve . representing the waves of 
spoken sound is made up of a fundamental sine curve 
with the sine curves of the different overtones super- 
posed upon it, the effect of self-induction, in retard- 
ing the phase of each component curve, is the same 

* The practical unit of self-induction is 99777 x 10^ centimetres ; it 
is not exactly the earth's quadrant, in consequence of the legal ohm 

, dc 



not being exactly the intended or true ohm. 



■C ^ L 



dt 



E, 



where r is in ohms, C in amperes, and E in volts. L must therefore 
be expressed in terms of a unit wliich is 99777 x lo'' cm., or about 
6,200 miles. 
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as if each of the component sets of vibrations were 
taken by itself. Self-induction, then, causes an ap- 
parent increase of resistance — an actual increase of 
impedance — and a retardation of phase. That is, 
the waves are, in effect, held back through a certain 
portion of a cycle. The amount of this retardation 
depends upon the period of the alternations and the 
nature and form of the circuit. For a simple vibra- 
tion, therefore, consisting of waves of one period 
only, this effect would be entirely immaterial ; for 
the waves would be simply shifted in position, their 
form remaining unchanged, and the effect at the 
receiving end would be precisely the same as though 
no change had taken place. Or, if the retardation of 
phase in any given circuit were the same for all 
periods and amplitudes, the practical effect would be 
nil. Unfortunately, however, this is not the case. 
The waves which we wish to transmit are very com- 
plex, consisting of simple harmonic waves of all fre- 
quencies, from about two hundred per second up to 
fifteen hundred per second, or perhaps even higher; 
and the phase of waves of high frequencies is retarded 
more than the phase of waves of low frequencies. 
This will evidently result in the displacement of the 
overtone waves with regard to the fundamental and 
to each other ; and the resultant wave at the receiv- 
ing end will be different in form from the wave at 
the transmitting end. 

We have necessarily, then, so far as we have con- 



Telephone Lines and Their Properties. 1 19 

sidered the transmission of speech by electric cur- 
rents, two harmful effects : 

1. The overtone waves of shorter period are re- 
duced in amplitude to a greater extent than are the 
waves of longer period ; and 

2. The waves of different periods are displaced 
with regard to each other, those of the shorter pe- 
riods being retarded to the greater extent. 

The first effect is, as we have seen, usually not no- 
ticeable ; but the second effect is often considerable, 
producing confusion of the component waves among 
themselves, and hence indistinctness of speech. 

There is one other property possessed by every 
material circuit, which has an effect upon an alter- 
nating current flowing in that circuit. That is elec- 
trostatic capacity. 

The subject of the transmission of alternating cur- 
rents over lines having capacity, and the phenomena 
produced by the existence of capacity, has been very 
ably treated by Mr. Thomas H. Blakesley, according 
to geometrical methods.* Without going into the 
demonstrations, either geometrical or mathematical, 
vfe. may consider the results and conclusions reached. 

If a simple periodic current is flowing in a circuit 
having a condenser bridged across at some one point, 
the variation in the supply of the condenser will evi- 

* For the full treatment and development of the subject the reader 
is referred to Mr. Blalcesley's book, " Alternating Currents of Elec- 
tricity." 
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dently be harmonic. As the maximum difference of 
potential in the condenser occurs when the current is 
passing the zero point, however, the cur\'e of poten- 
tial differences in the condenser, although similar to 
the cur\-e of current, will be retarded in phase by 
one-quarter period behind the phase of effective elec- 
tro-motive force. The value of the current between 
the condenser and the source of electro-motive force 
is augmented, and its value beyond the condenser 
decreased. With a simple harmonic current, indeed, 
the quantities concerned may be so adjusted that the 
effect of self-induction is annulled. As, however, we 
never have a simple harmonic current in practical 
telephonic transmission, but a resultant curve made 
up of components of widely differing periods, this 
fact can be of no practical service to us, and it would 
be fruitless to develop the conditions necessary to its 
accomplishment. 

If, now, we insert several condensers at intervals 
along tlie line, the effects will be twofold. The cur- 
rent in the sections nearer the source will be in- 
creased, and in the more distant sections it will be 
diminished. We shall find, also, a continual delay 
in the phase of the current as we recede from the 
generating source. Thus the current in each section 
is slightly less than in the section next preceding, 
and slightly later in reaching the same phase, so that 
the current in each section differs from that in every 
other section in both respects. Even with a simple 
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periodic current, therefore, there will be a continual 
decay in passing through a long line or cable hav- 
ing capacity. Self-induction, if the conductor has 
capacity also, does not necessarily diminish the 
strength of the current, but may, up to a certain 
point, be actually beneficial. If the line has no ca- 
pacity, however, self-induction always diminishes the 
current. 

Any wire or cable may be looked upon as a con- 
ductor having capacity, distributed more or less uni- 
formly along its length, not concentrated at any defi- 
nite points ; and in such a case we see, from our 
consideration of the subject thus far, that at no two 
points in its length will the current be the same in 
value or in phase, even when the current is simply 
periodic. When the resultant periodic current is 
made up of many simple currents, of different pe- 
riods, the effects are much more disastrous. For the 
amount of falling off in current depends upon the 
period, being greater as the period is smaller. Thus 
the component waves will have their relative values 
changed, and will be displaced with regard to each 
other and to the fundamental, as in the case of self- 
induction. We can see, too, that if the circuit is di- 
vided between any two points, the arms having dif- 
ferent values for capacity and inductance, the wave 
will be still further confused. 

In actual lines it is probable that the effects of 
capacity greatly preponderate over those of self-in- 
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duction ; while in all apparatus the effects of self-in- 
duction are the greater. 

CROSS-TALK. 

We have, so far, considered only the effects due to 
the flow of an alternating current in a circuit wholly 
removed from all other conductors. Let us now in- 
vestigate the effects upon the current of the proxim- 
ity of other conductors. 

When an alternating current traverses a conductor, 
the conductor is given static charges of alternately 
opposite sign. Let us assume that it is first charged 
positively. Then displacement currents are pro- 
duced from neighboring conductors into the dielec- 
tric, and a corresponding negative charge on these 
conductors results. When the next reversal of the 
current occurs, the negative charge in the surround- 
ing conductors is reversed also; and this reversal of 
charges on surrounding conductors is caused by the 
current twice in every complete vibration. In the 
case of the telephone current, therefore, the com- 
plete reversal of charges on surrounding bodies is 
caused from four hundred to one thousand times a 
second, and the induced charge is varied in amount 
by the overtone waves, in some cases as often as 
three thousand times a second. The performance of 
this work by the current causes in general a consid- 
erable loss of sharpness of the waves of the tele- 
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phone current, the tendency being to reduce the am- 
plitude of all the component waves, thus "smooth- 
ing off" the current wave and changing the character 
as well as lessening the volume. 

In these surrounding conductors the changes in 
static charge just described will evidently result in 
the production of a current corresponding to the in- 
ducing current, but less in amplitude. And if such a 
wire forms part of a second telephone circuit, the 
speech transmitted over the first circuit will be over- 
heard in the telephones of the second circuit, but 
fainter. This phenomenon, which has always been 
common and very marked, is called "cross-talk." 
In the earlier days of telephony, and in fact up to a 
comparatively recent time, it was generally supposed 
that the phenomenon of "cross-talk" was due to 
electro-magnetic induction, that is, to mutual induc- 
tion, as we have already developed it. The effects 
of electro-magnetic induction and of electro-static in- 
duction are in this respect the same; and whether 
the phenomenon is due to the one or to the other is 
determined by the strength of the inducing current 
and the physical relations of the circuits. It has 
now become generally recognized that, with the 
usual relations of circuits to each other and the 
usual strength of the telephone current, the effects of 
mutual induction are very feeble — in fact inappre- 
ciable — and cross-talk is due to electro-static induc- 
tion alone ; although in induction coils and such ap- 
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paratus, electro-magnetic induction is the chief and 
only important cause. 

Some verj' interesting experiments on this point 
have been performed by Mr. J. J. Carty, and were 
described by him in a paper read before the New 
York Electric Club in November, 1889. These ex- 
periments show conclusively that cross-talk on tele- 
phone lines is due to electro-static induction alone; 
and I give Mr. Carty's own description of the ex- 
periments, only emphasizing the fact that the volume 
of cross-talk depends upon the specific inductive ca- 
pacity of the insulation, as well as upon the distance 
apart of the conductors. This would not be the case 
were the effect due to electro-magnetic induction. 

" While a study of the strange noises heard in the 
telephone might be of interest, I shall in this paper 
limit myself to the consideration of ' cross-talk,' and 
to the action which takes place when wires are 
bunched in cables. In the simple case of inductive 
' cross-talk ' first cited, in which telephone wires are 
strung parallel on the same cross-arm, the presence of 
' cross-talk ' is said to be due to dynamic or current 
induction ; that is, if a current commences to flow in 
one of the wires from north to south, it will at that 
instant cause an induced current to flow in the other 
wire in the opposite direction, from south to north. 
As the telephone current is constantly changing its 
direction and strength, this explanation seems to 
apply and is the one given in the text-books. 
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" This is the kind of induction referred to in the 
law of Lenz, and applies to induction coils and to 
parallel wires when the current is of sufificient 
strength. I shall speak of this hereafter as electro- 
magnetic induction. To-night I shall describe some 
experiments which seem to prove that the induction 
between telephone wires is due to electro-static 
rather than to electro-magnetic action. 

" I will first show a case of electro-static induc- 
tion * between telephone wires, in which there is a 
neutral point at the centre of the secondary wire, at 
which point there is no induction, while at the ends 
marked inductive effects are noticeable. 



I. 



-\- \ + -f + 



X 



" In Fig. I, E F and C D are two well-insulated 
parallel telephone wires, each 200 feet long and 
placed one-eighth of an inch apart. E F is open at 
one end and connected to ground at the other 
through a Blake transmitter, L, in the ordinary 

* In explaining an experiment of Mr. Culley before the Society of 
Telegraph Engineers in 1875, Mr. Preece pointed out that in a certain 
telegraph line, subjected to induction from a neighboring telegraph 
line, there was a neutral point. I can find, however, no reference 
to this in Mr. Preece's book on "The Telephone," and its practical 
application to telephone induction seems to have been lost sight of. 
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manner. In front of the Blake transmitter I place a 
vibrating tuning-fork, which acts on the transmitter 
in the same manner as the voice, and which produces 
impulses on the line E F of the same strength as 
voice currents. At the centre of the line C D we 
have the telephone Y, and at the extreme ends 
the telephones X and Z. With the tuning-fork at 
L in operation, tones are heard at X and Z, but the 
middle telephone, Y, is silent. A study of the 
changes of potential produced in the wire E F by 
the transmitter, will give us an explanation of this 
phenomenon. As is well known, the telephone cur- 
rent is an alternating one, and the potential of the 
lir.c E F varies constantly and is changed from posi- 
tive to negative many times per second. The wire 
E F, being open at E, would be at the same potential 
throughout. It is assumed that at a given instant, 
the height of potential at F would be represented by 
the dotted line F H ; then the potential at E would 
be represented by the dotted line E G, and the total 
charge on E F would be represented by the rec- 
tangle E G H F. We will assume that this charge 
is of the minus sign. The existence of this charge 
on E F presupposes the presence of a charge of op- 
posite sign on C D, which would be represented by 
the rectangle A C D B. 

" Now suppose the potential on E F becomes zero, 
owing to the operation of the transmitter, then the 
whole charge on E F gets to earth at the grounded 
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end of E F, but the charge on C D has two paths to 
earth, one at C and the other at D. This results in 
two currents, as shown by the arrows, one flowing 
to earth through the telephone X, and producing 
sound at X, and the other flowing to earth through 
the telephone Z, and producing sound at Z. No 
current flows through the telephone Y, and conse- 
quently no sound is produced therein. Again, 
changing the potential of E F causes a correspond- 
ing set of currents, but in opposite directions to 
those first described, meeting in the centre and pro- 
ducing no sound in the centre telephone, but caus- 
ing the end telephones to give out sounds the same 
as in the first instance. Inasmuch as the line E F 
is opened at one end, and therefore has almost an in- 
finite resistance, it is clear that this phenomenon is 
purely an electro-static one. 

" In this and the succeeding experiments I have 
not attempted to give the exact shape of the induced 
charge, as it would unnecessarily complicate the sub- 
ject and would not in any way affect the result. As 
a matter of fact the dotted line A B should slope 
off from the centre toward the ends. 

" With the line E F grounded through an ordi- 
nary subscriber's line and instrument, the effect is the 
same as when the line is open, and the neutral point 
is still found. This is because the telephone current, 
even when flowing in a closed circuit, is so weak that 
it is not capable of producing a magnetic field of 
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sufficient strength to affect the neighboring wire, or 
the magnetic effect is so small that it is obliterated 
by the movement of the static charge. For conven- 
ience in some of the succeeding experiments, the dis- 
turbing wire will be shown open at one end. 

" If there is no current flowing at the neutral point, 
opening the wire at that point should have no effect 
on the telephones located at the ends. In Fig. 3 
A B is the disturbing wire with the transmitter, L, 
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arranged as before ; K is a key located at the neutral 
point of C D. With the transmitter, L, in operation, 
no change is produced in the tones heard at the tele- 
phones X and Y by opening and closing the key, 
K. If this induction were electro-magnetic, opening 
the line C D would prevent current from flowing in 
any part of the circuit. In Fig. 2 we have another 
proof of the electro-static nature of telephone indue- 
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tion. A B is the usual disturbing wire with its 
transmitter, L. C D is the secondary wire with the 
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telephones X and Y, located at the ends, as in the 
previous experiment. By means of the key, K, the 
telephone X may be cut in and out of the circuit. 
With the key open, the usual tones are heard at X 
and Y. Now, if the induced current flowing in the 
circuit C D is due to electro-magnetic induction, 
upon short-circuiting the telephone X, and thereby 
reducing the resistance of the circuit C D, the 
strength of the induced current should be increased 
and the tone at the telephone Y should be corre- 
spondingly louder. But this is not the case, as on 
closing the key the sound at Y, instead of being 
increased, entirely disappears. This is because the 
charge on the wire C D finds an easy path to earth 
through the key, and such a small portion of the 
charge goes to earth through the telephone Y that 
no audible effect is produced therein. 

T 



T 



" Fig. 4 shows the disturbing wire, A B, arranged 
as before, but the secondary wire, instead of being 
put to earth at both ends, has its circuit completed 
by a second wire placed outside of the field of A B. 
With this arrangement, neutral points are found at 
T and T', while the usual disturbances are heard at 
9 
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telephones R and R", located at the ends. In this 
case a movement of the static charge takes place in 
the metallic circuit, causing at one moment a set of 
currents starting from T' in both directions through 
the end telephones and meeting at T, and at the 
next instant the reverse takes place. 

" I will now show some of the effects of electro- 
magnetic induction, at the same time suppressing 
electro-static induction. 

" In Fig. 5, A B is the disturbing ^\■i^c as before, 
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but grounded through a short thick wire at A. In- 
stead of placing the tuning-fork in front of the trans- 
mitter, L, and acting on it through the air, producing 
delicate currents like voice currents, an automatic 
circuit breaker and five cells of Leclanche battery- 
were connected in the primary circuit of the trans- 
mitter, thus producing in the line A B alternating 
currents of great strength. The secondary wire con- 
taining the telephones X, Y, and Z is of the same 
length and at the same distance from the disturbing 
wire, as in the previous experiments. With the cir- 
cuit breaker at L in operation, loud musical tones 
are heard at X, Y, and Z, and the tone is the same 
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in all three telephones, the neutral point in this case 
having disappeared. This is a true case of electro- 
magnetic induction, because short-circuiting the tele- 
phone Y increases the sound in the remaining tele- 
phones, and leaving the short circuit on Y, and 
short-circuiting the telephone X still further in- 
creases the sound at Z. This latter experiment fur- 
nishes a most striking contrast to the result obtained 
in Fig. 2, where by short-circuiting the telephone 
X the sound was completely removed from the 
telephone at the other end of the line. 

" Another proof that this is electro-magnetic in- 
duction is found in the fact that if the line be opened 
at Y, the sound disappears from all the telephones. 
If the line A B were opened at A, the potential 
along the line would be constant, and the charge 
which A B would take would be represented by the 
rectangle A G H D ; but when the line is grounded 
at A through a low resistance, there is, of course, a 
fall of potential along A B ; the principal drop, how- 
ever, occurring in the secondary coil of the transmit- 
ter L, the line B E representing the height of poten- 
tial at the terminal of the coil, and the electro-static 
effect which the line A B would have is represented 
by the triangle A E B. This triangle, although ex- 
aggerated in the diagram, is still much smaller than 
the rectangle A G H D, and explains the absence 
of electro-static induction between the wires ; while 
the powerful current generated in L, and the com- 
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paratively low resistance through which it has to 
flow, account fully for the electro-magnetic effects 
observed. 

" I have made a large number of laboratory ex- 
periments and observations on actual telephone lines, 
all of which point strongly to the conclusion that 
electro-magnetic induction does not exist in tele- 
phone lines outside of the telephone and transmitter. 
This view of the subject, applied to the theory of 
transpositions of metallic circuits and to the action 
of wires in cables, gives the only satisfactory explana- 
tion of observed phenomena.'' * 

From this view of the cause of " cross-talk " we 
can form much more accurate ideas as to the actual 
condition of things on a telephone circuit. 

When a neighboring conductor forms a part of the 
primary telephone circuit, the harmful effects of in- 
duction, both internal and external to the circuit, are 
very much reduced. In this case the positive charge 

^ ^ ^ - i 

sent out in one direction, and the negative charge 
in the other direction, assist each other. The work 
which must be done in the direct reversal of charges 
upon A and B by the impressed electro-motive force 
at E, is lessened by an amount due to the electro- 

* Another series of experiments by Mr. Carty on the same subject 
was described in a paper read before the American Institute of Elec- 
trical Engineers in March, 1891. This is given in full in Appendix B. 
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static induction from A to B and vice versa. The 
induced static charges on other bodies at a greater 
distance, being the resultant charge due to both 
conductors, are in general very slight, and the loss 
of sharpness from static induction upon external 
conductors is usually, in the case of metallic circuits, 
inappreciable. 

Let us now recapitulate, briefly, the characteristics 
of spoken sound and of the telephone current. The 
properties of spoken sound are : 

1. Loudness, or volume. 

2. Clearness. 

3. Quality. 

It is, of course, desirable that the sound received 
should be of a good volume. But speech, however 
loud, is utterly unintelligible if it is not clear. 
Quality it is desirable to retain, but a change in 
quality, so far as it is separable from clearness, is 
objectionable only in that it may disguise the voice 
of the speaker or become disagreeable to the ear. 
Clearness it is absolutely necessary to preserve to 
the utmost extent possible. 

Volume is affected by any conditions which alter 
the amplitude of the wave. 

Clearness is affected by any conditions which alter 
the positions of the waves (of all periods) with rela- 
tion to each other. 

Quality is affected by any conditions which alter 
the form of the wave. 
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Therefore, 

1. Volume is reduced by resistance, by leakage, by 
static induction, and by self-induction ; for the effect 
of all these properties is to reduce the amplitude of 
the waves. 

2. Clearness is reduced by static induction and by 
self-induction ; for the effect of both these properties 
is to alter the inter-relations of the waves. Static 
induction causes a rounding oft of the crest of the 
wave, thereby involving a loss of sharpness ; and 
both static induction and self-induction produce an 
unequal retardation of phase for vibrations of differ- 
ent periods, thus causing interference and a resultant 
deformed wave. 

3. Quality is changed by all the properties which 
reduce the clearness, and by self-induction in an- 
other sense as well. For one effect of self-induc- 
tion is to reduce the amplitude of the overtone 
waves to a greater extent than that of waves of longer 
period. 

To successfully accomplish good telephonic trans- 
mission of speech, therefore, we must make the self- 
induction and electro-static capacity of our line and 
apparatus as low as possible. Resistance and leak- 
age are comparatively unimportant, although it is 
of course desirable to keep the resistance low, and 
the leakage within reasonable limits, A slight and 
well distributed leakage, however, is often an advan- 
tage. It allows the static charges to escape, and 
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thus neutralizes to some extent the disfiguring effect 
of capacity. 

When iron or steel wires are used for the trans- 
mission of telephone currents, there is, in addition to 
the effects which have already been described, a fur- 
ther deformation of the waves and decrease in ampli- 
tude, beyond what would be caused by the greater 
resistance. This is due to the fact that the wire is 
to some extent circularly magnetized, and that this 
magnetism has to be reversed twice in every vibra- 
tion. In viev/ of the distribution of alternating cur- 
rents on or near the surface, it has been contended 
by many, with some reason, that no magnetization 
could exist ; but the great alteration in form of the 
waves cannot be accounted for by the greater resist- 
ance of iron. There must be also some considerable 
increase in self-induction, due to the magnetic prop- 
erties of the metal. 

ELECTRO-MOTIVE FORCE AND VOLUME OF THE TELEPHONE 
CURRENT. 

The electro-motive force of the telephone current, 
as generally used, has never, to my knowledge, been 
measured ; and we can only arrive at a rough ap- 
proximation to its value by calculation. The elec- 
tro-motive force will depend, evidently, upon the 
transmitter used, the condition of the battery if the 
transmitter is a microphone, and upon the induction 
coil. With the best forms of transmitter now in 
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commercial use, and a battery of three cells in good 
condition, there is a change in potential at the ter- 
minals of the primary coil of one-half a \'olt, more or 
less. The electro-moti\'e force which this will in- 
duce in the secondary depends, of course, on the 
winding of the coil, and can be determined approxi- 
mately from a knowledge of the relative number of 
turns in the primary and in the secondary. 

Owing to the nature of the telephone current, the 
measurement of its volume involves many difficulties 
which cannot readily be overcome, except in the best 
appointed laboratories where the most delicate ap- 
paratus is at hand and can be used, and where suffi- 
cient time can be devoted to thorough and careful 
investigation. The Massachusetts Institute of Tech- 
nology took up the subject of telephone currents for 
investigation some years ago, and careful experi- 
ments on this subject have been carried on during 
each year since. Owing chiefly to these efforts, we 
have now some definite knowledge of the volume of 
the telephone current, and the effects due to differ- 
ent forms of transmitter. 

With the single contact microphone transmitter, 
of which the Blake is the typical form, the volume 
of current produced in the secondary is usually 
somewhere between .0001 ampere and .0007 ampere ; 
the exact value depending, as has been pointed out 
above, upon the conditions of battery, induction coil, 
and initial loudness of sound. 
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With the granular instruments, or multiple con- 
tact microphones, of the type of the long-distance 
transmitter, the current in the secondary will have a 
volume of .0002 to .001 ampfere, the exact value, as 
before, depending upon the conditions of battery, in- 
duction coil, and initial loudness of sound. The lat- 
est and most improved forms of granular transmitter 
have never yet been tested in this way ; but as they 
are far superior to the older forms, which have been 
tested, it seems probable that it will be found that 
they produce in the secondary a current of as great 
a volume as .01 ampfere. The figures given are for 
the mean value of the current. This, in a simple 
sine curve, is 0.6369 of the maximum value. 

In considering the question of loudness, it must be 
borne in mind that the different vowel sounds pro- 
duce currents differing widely in volume. The vol- 
ume of current produced by the sound of the vowel 
e, for instance, is much less than that produced by 
the sound of the vowels a or 0. 



CHAPTER X. 

MEASUREMENT. 

In order that we may work intelligently it is most 
necessary that we should be able to obtain values for 
the quantities with which we have to deal. We 
must be able to measure impedance, capacity, resist- 
ance, and it is highly desirable that we should be 
able to measure volume or current strength also. 
The methods of obtaining the values of capacity and 
resistance are too well known to need any descrip- 
tion ; but easy methods of measuring impedance and 
volume are not so well known. 

We ma}' find the impedance of any circuit by 
obtaining its co-efificient of self-induction, according 
to methods given in many text-books, and by cal- 
culation. As, however, the methods referred to are 
rather difificult and tedious, and as the co-efficient of 
self-induction itself is practically of less importance 
than the impedance, we may measure the impedance 
directly in the way shown in the cut on the follow- 
ing page. 

C is a commutator mounted on a shaft which can 
be revolved by any desired means. It may advan- 
tageously be done through a pair of cone pulleys 
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belted on to the pulley P, and driven from any 
source of constant speed. Then, by shifting the belt 







-c 
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along the cone pulleys, any desired speed may be 
obtained at the commutator. The speed of the com- 
mutator shaft may be measured by the use of a mer- 
cury-box and column, as used by Professors Ayrton 
and Perry, or by a ball governor whose height can 
be read off a graduated scale previously calibrated. 
Knowing this speed and the number of segments in 
the commutator, the period of alternation, n, may be 
obtained. B, B, B, are brushes bearing on the com- 
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mutator; and if tlie commutator and brushes are 
made and mounted according to the best practice in 
dynamo \\ork, this arrangement \\\\\ give h'ttle or no 
trouble. B}- an inspection of the diagram it will be 
seen that the battery and tlie galvanometer are re- 
versed at the same instant. An ordinary Wheat- 
stone bridge forms the remainder of the apparatus. 
It is most desirable that the known resistances in the 
bridge should have no self-induction and no capac- 
ity ; but even with the usual double-wound resist- 
ance coils, results may be obtained that will be suffi- 
ciently approximate for most practical work. The 
resistance at the contacts between the brushes and 
the commutator will evidently not enter into the 
measurements at all. If desired, an alternating cur- 
rent ammeter may be inserted in the arm of the 
bridge containing the unknown impedance, but cor- 
rection must be made for this in the results. If a 
telephone is used instead of the galvanometer, a 
variable self-induction must also be used to obtain 
silence, making the apparatus a Hughes induction 
balance. 

In using this apparatus, the resistance should first 
be measured with the commutator at rest. The 
commutator should then be run at such a speed as 
to give n the desired value, and a balance again ob- 
tained in the bridge. We have then found R and 
impedance, in ohms, and know w, in fractions of a 
second, and can calculate ^, the angle of retardation, 
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27r ft L 
from the formulae tan S = — ^5 — and impedance = 

VR' + (27r n Zy. 

We may be able to find L from these same meas- 
urements, but not necessarily. For, if « is very 
small and L is large, the currents do not at any time 
attain their steady value, and the value obtained for 
L by calculation from our observations would be 
smaller than its real value. If we wish to find L we 
must make « so large that two values of L, obtained 
from two sets of observations, with different values of 
n, are found to agree. In practical work, however, 
as we have seen, it is the impedance we want to find, 
and we do not care what the value of L may be. 
The values of the angle 3^, found with different values 
of «, will give an idea of the deformation of the re- 
sultant wave experienced in traversing the circuit 
under consideration ; and different circuits or pieces 
of apparatus may be compared in this way with 
highly instructive results. It has been advanced as 
an objection to this method that the commutation 
of a battery current does not give a true sine curve. 
The approximation, however, is probably sufficiently 
close to serve the purposes of comparison, although 
the method could not be used, without modification, 
to obtain absolute values. It has the advantages of 
ease and quickness in operation. 

Volume, or current, may be measured most accu- 
rately by means of a dynamometer. But this method 
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also requires great care and conditions often difficult 
to attain. A method of easily obtaining the com- 
parative volumes of different sounds is by the use of 
the apparatus described below : 

This apparatus, as originally designed,* depended 
for its operation on the finding of the point of dis- 
appearance of the sound in a secondary coil as it 
was moved away from the coil carrying the current 
to be measured. Through a fixed coil, C, at one 
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end of the balance, the 
current to be meas- 
ured was passed. \A The movable coil, D, 
was then moved away _ from C, until the point 
was reached at which *^=^ the sound just disap- 
peared ; and this position was read off on the 
graduated scale at the side. There are, obviously, 
many difficulties in the way of the practical use of 
such an instrument. The point of apparent disap- 
pearance of the sound will depend on the acute- 
ness of hearing of the observer, on the degree of 
quiet that could be obtained in the room, and 
there is a considerable range in which it is difficult 
to tell whether any sound is heard or not. In prac- 
tice, these difficulties were found to be so great that 
the instrument could not be used for accurate measure- 

* By Dr. H. V. Hayes, of the Am. Bell Tel. Co. 
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merits. The apparatus was therefore modified by the 
writer, as follows : 




Rigidly attached to the coil D, at a fixed dis- 

tance, was placed a ^, third coil E. D and E 
then moved together, and their position could 

be read off on the scale as before. The current to be 
measured was then passed through £, and the current 
from a standard source of the same pitch was passed 
through C. The switch 5 enabled the observer to 
change rapidly from one circuit to the other, so that 
he heard in the telephone, alternately, the sound pro- 
duced by the current in C and that produced by the 
current in E. It was then possible to so adjust the 
position of the movable coils that the sound from 
either source had the same volume. This could be 
done with considerable accuracy, and an arbitrary 
value obtained for the sound in E from a previous 
calibration of the instrument ; and by means of these 
arbitrary values different sounds could be compared 
with each other, although the actual value of the 
currents producing them might be unknown. Such 
an instrument can best be used to compare the trans- 
mitting qualities of different lines or apparatus, by 
using a pair of vibrating tuning-forks working 
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through induction coils. The forks must, of course, 
be of the same pitch, and the coils alike, and equal 
battery power must be used with each. Then if one 
fork is set at work at the distant end of the line, and 
the other fork worked through the coil C, an approxi- 
mately accurate value can be found for the trans- 
mitting power of the line, in terms of volume of 
sound. The chief difficulty in the use of the instru- 
ment consists in the change in quality of the sound 
from the distant source, as heard in the telephone. 
The quality was always found to be much altered by 
the properties of a line, of any considerable length, 
being made round and full and unctuous in character, 
as compared with the sharp and somewhat harsh note 
from the near fork. 



CHAPTER XI. 

PROPERTIES OF CITY LINES. 

With our knowledge of the telephone current and 
its properties, we are now in a position to determine 
the proper disposition of wires for telephone lines 
and the conditions to be observed for efficient com- 
munication over them. In dealing with city lines 
we will at first confine ourselves to the consideration 
of grounded circuits. For, although with the con- 
stant and rapid growth of the long-distance service 
metallic circuits in cities are becoming of continually- 
increasing importance, by far the greater part of city 
exchange lines are still made up of grounded circuits; 
and the treatment 'of metallic circuits, as developed 
later, may properly be applied to overhead metallic 
circuits in cities, as well as to trunk lines. Under- 
ground cables, although used exclusively in cities, and 
forming now to some extent a part of almost every 
exchange system, are considered by themselves. 

The properties of any telephone line are : 

1. Resistance. 

2. Capacity.* 

* It has been customary to use the term "retardation,'' meaning 
anytl]ing or everything that produced an interference or confusion or 
10 
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3. Insulation. 

4. Self-induction. 

In city lines, considered by themselves, the length 
of line is comparatively slight (the average length is, 
perhaps, two miles), so that, as they are usually con- 
structed, none of the properties named will have so 
great an effect as to make conversation very diffi- 
cult. The effect of resistance is not important, even 
when iron or steel wire is used ; but on account of 
the magnetic character of iron and steel, these metals 
are not suitable for telephone lines, and should not 
be employed. Copper wire, hard drawn, of a diame- 
ter not less than .080 inch, should be used when pos- 
sible, on account of both its mechanical and its elec- 
trical properties. The resistance of the average line, 
if constructed of this wire, will then be about 17 
ohms, and its impedance but little greater. The 
impedance of iron wire, of considerably greater diam- 
eter, is much higher. The impedance offered by the 
instruments which it is necessary to have in circuit, 
is, however, so great, as compared with that offered 
by the line, that for local exchange work, even iron 
wire, properly placed, will prove fairly efficient. 

muffling of sound ; and very few have seemed to know just what it did 
mean. " Retardation" is a convenient term if its meaning is clearly 
understood. It includes, properly, some of the effects of self-induc- 
tion, and of static capacity of the conductor under consideration. It 
includes all conditions which produce an unequal retardation, or 
"lag," of phase for vibrations of different periods. Retardation 
may, therefore, be considered a prcjperty of a line, but not as sepa- 
rate from the other properties enumerated above. 
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Electro-static capacity is the property probably 
the most injurious in its effects, as it acts in a double 
sense : First, as cause of retardation, muffling and 
confusing speech, while at the same time it reduces 
the volume ; and second, as a cause of cross-talk. 
Its effect is independent of the material of the wire, 
and depends solely on its size and its position with 
relation to the earth and to other wires. Evidently, 
therefore, so far as capacity alone is concerned, it is 
advantageous to have as small a wire as possible; 
and it is in every respect advantageous to place the 
wire as far as possible from all other bodies. Here 
we see an advantage in the use of copper wire. For 
the same impedance, a wire of copper is much smaller 
than a wire of iron ; and by reason of its less surface, 
its capacity is correspondingly less than that of the 
iron wire. As regards distance from other bodies, it 
is, of course, practically impossible to exceed certain 
limits, but within these limits there are many degrees 
of choice. Pole-lines have, in general, less capacity 
than house-top lines, as the lines in the former case 
are at a greater distance from the earth than they 
are in the latter case from the roofs ; and electri- 
cally, the roofs are practically the same as earth, es- 
pecially when covered with tin, as many roofs in 
cities are. Assuming, then, that we have a pole-line 
of copper wire, it should be our next object to sepa- 
rate the individual wires as widely as may be. Here 
again, however, we have limits set by considerations 
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of convenience and available space. The wires can- 
not be placed very far apart, \'ertically, without using 
poles of great and absurd height ; and the)' cannot 
be very widel}- separated, horizontally, without using 
unduly long cross-arms. 

Considering carefully all the points that have been 
named, the desirability of a great separation of all 
the wires from each other and from the earth, and 
the limitations in space imposed upon us in practice, 
we are led to adopt, as on the \vhole the best, the 
dimensions usually empIo\'cd in long-distance con- 
struction. The wires are placed one foot apart, hori- 
zontally, and about two feet apart, vertically; and 
the poles should be not less than thirty-five feet high, 
preferably forty feet. The wires should be of cop- 
per, not less than .080 inch in diameter. A line 
so constructed will unite efficiency in transmission 
with ease of inspection and maintenance. 

INSULATION. 

From the facts which have alreadj' been consid- 
ered, we see that it is not necessary that the insula- 
tion on short lines should be kept very high. And, 
in fact, it would be difficult to keep it high. The 
smoke, dust, dampness, and acids, which are abun- 
dant in the atmosphere of the busy portions of cities, 
are fatal to high insulation. It is the usual rule, in 
exchanges, that the insulation of the lines shall not 
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be allowed to fall below one megohm per mile, and 
although the insulation should preferably be consid- 
erably higher than that, and generally is higher, the 
loss of volume due to a leakage of one-half a meg- 
ohm (for a line two miles long) is not sufficient to 
seriously interfere with transmission. Moreover, as 
has been pointed out, a well-distributed leakage is 
an assistance to clearness, as the static charges are 
allowed to escape, and the disfiguring effect of capac- 
ity upon the telephone current is thereby avoided. 

It is much easier to keep up the insulation of a 
pole-line than of a line run over house-tops ; for the 
smoke and gases from the chimneys readily cause 
a deposit upon insulators placed near them. Pole- 
lines, being usually below the level of the chimneys, 
do not so easily accumulate this deposit on the in- 
sulators. It is especially difficult to maintain high 
insulation in cities situated on the sea coast. When 
the wind blows from the salt water, and indeed, at 
all times to some extent, a thin film of salt is 
formed all over the insulator. This is not entirely 
washed off by rain, and readily absorbs moisture, so 
that the insulator may never be quite dry. For 
good insulation in bad weather, an insulator should 
have a narrow opening and long petticoat.* This 
keeps a considerable length dry during rain, and 
seems to dry out practically as rapidly as one with 
a wider opening. Moreover, it does not so easily 

* See tests given earlier. 
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become coated with a film of moisture during fog or 
mist. It is not necessary, in this country, that the 
insulators should be so large as those in common 
use in England. The element of conspicuousncss is, 
therefore, not an important one with us, and porce- 
lain maybe used without fear that the insulators will 
be mischievously broken. Porcelain is in many re- 
spects superior to glass, notably in toughness. 

RETARDATION. 

If, as has been recommended above, copper wire 
were used for exchange lines, the retardation in the 
line itself would be inappreciable. As most of the 
existing city exchange lines, however (and many 
trunk lines also), are of iron wire, the retardation 
even in a short line may be considerable. The effect 
of retardation is to confuse and muffle speech, and 
is much more injurious, so far as successful inter- 
communication is concerned, than the effect of any 
other property that the line possesses. In this case 
retardation can be reduced only by reducing the 
electro-static capacity, and by using non-magnetic 
metal for line wire. 

DISTURBANCES. 

On grounded telephone circuits, much more 
trouble is caused by interfering cui-rents, from vari- 
ous sources, than by a lack of efficiency due to the 
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properties of the line itself. These disturbances 
come in from the earth, from the air, and from 
other wires ; from telegraph wires, electric light and 
power currents, and electric railways ; and unless 
great precautions are taken, as much disturbance is 
caused by the weak telephone current itself, as by 
the powerful current used to propel the cars or light 
the streets. 

CROSS-TALK. 

This interference with a telephone current by an- 
other telephone current is called cross-talk, and has 
already been explained. It is due to electro-static 
induction, as has been conclusively shown by Mr. 
Carty's experiments, and to guard against its occur- 
rence, therefore, we have to so construct our lines as 
to make the electro-static capacity of one wire to an- 
other as small as possible. This we can do in three 
ways : By using a dielectric medium of minimum 
specific inductive capacity ; by using a wire of mini- 
mum surface ; and by placing the wires at a maxi- 
mum distance apart. The limits in regard to sur- 
face and distance have already been settled so far as 
outside lines are concerned, by practical considera- 
tions of convenience and available space ; and as we 
are striving, in the cases of both impedance and capac- 
ity, for the same end, we must accept these limits as 
the best we can attain. As a dielectric medium, dry 
air has as low a specific inductive capacity as any that 
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could be used, and no improvement can be looked 
for in that direction over what nature provides us 
with. The method of preventing induction by neu- 
tralizing the effect in opposite sides of the circuit, as 
practised in metallic circuits, it is, of course, impossi- 
ble to use with grounded circuits. 

In the older forms of switch-boards the wires were 
led in to the back of the board indiscriminately 
bunched together. This practice, of course, brought 
the wires of different circuits very near together for 
some distance, and resulted in an excessive amount 
of cross-talk, which was always a great source of an- 
noyance, and often caused serious difficulty in carry- 
ing on conversation. The only way of avoiding this 
difficulty was to change the method of wiring the 
switch-board : to lead the wires in regular cables 
properly laid up, each circuit being complete, and 
the two wires of the circuit twisted about each other. 
If, then, the second wire of the circuit were grounded 
outside the board, much of the induction in the 
switch-board would be neutralized, and but very 
little would be heard on the lines. This plan has 
been followed in all the modern forms of switch- 
board, and but little annoyance is now felt from what 
was once the chief source of cross-talk. 

In city exchange lines the length of line is not 
great; the outside wires do not run parallel for any 
great distance, and within that distance are favorably 
situated with regard to each other ; and the trans- 
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mitters employed are too weak to give the wires any 
considerable charge. The volunne of cross-talk due 
to induction on the outside wires is therefore usually 
very slight. As the length of two parallel wires is 
increased, however, the amount of induction is in- 
creased. Assuming the source of electro-motive 
force in the transmitter to be constant, as is practically 
the case, the volume of the inducing current would 
decrease with the length of wire, owing to the in- 
creased resistance ; while, on the other hand, with 
the increased distance of parallelism the amount of 
the induced current would increase. To determine 
just how much an increase in length of two parallel 
wires would affect the volume of cross-talk, the fol- 
lowing experiment was performed : A twisted pair of 
wires was so arranged that the length used could be 
varied at pleasure from twelve feet up to about fifteen 
hundred feet. The twisted wires were fastened to a 
wooden wall back and forth in straight lines, to 
avoid electro-magnetic induction, and were carefully 
tested to avoid leakage fyom one to the other. A 
weak alternating current was then sent through one 
wire, and the current induced on the other wire 
was measured by comparison with a standard sound, 
] using the balance already described. The length of 
wire carrying the inducing current was in each case 
the same as the length of wire carrying the induced 
current. It was found that the volume of the in- 
duced current, or cross-talk, was approximately pro- 
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portional to the square root of the length of Hnc, or 
C = K VI . 

in which ^ is a constant quantity depending on the 
capacity of one wire to the other. 

In some exchanges where an underground cable 
system is being established, it is the practice to use 
the two wires of a twisted pair for separate circuits 
instead of allowing one wire of the pair to serve as a 
return for the other, and grounding it at the end of 
the cable. The result of such a method is, of course, 
to cause a great deal of cross-talk in the cable, 
especially between the two twisted wires,* and it is 
very much better to use a pair of wires in a cable 
for one circuit only. 

* This method is a bad one for another reason. When it becomes 
necessary to change the circuits from grounded to metallic, an entire 
rearrangement of connections will be necessary. 



CHAPTER XII. 

INTERFERENCES FROM OUTSIDE SOURCES. 

With the earliest use of grounded circuits for tele- 
phones, serious disturbances were felt from several 
outside sources. Electrical disturbances in the earth, 
so small as to have been entirely disregarded before, 
were picked up by the telephone wire, and caused 
sometimes almost deafening noises ; disturbances in 
the air, up to that time unheeded, were sufficiently 
powerful to seriously interfere with speech. The 
messages on the telegraph wires, when the telephone 
wires ran near them, could be easily read in the tele- 
phones. With the growth of both telephony and 
electric lighting, the arc-lighting currents became 
one of the most powerful sources of disturbances ; 
alternating currents, in their turn, were far worse, 
and indeed still hold the palm as a source of disturb- 
ance ; and last, electric railways have proved a 
source of more or less serious annoyance to telephone 
users. 

AIR AND EARTH CURRENTS. 

Air and earth currents do not cause any consider- 
able interference on short lines. They are powerful 
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only during electric storms, and at such times the 
telephone is not used. On long lines they have 
proved to be a source of such very serious interfer- 
ence as to render the use of metallic circuits a neces- 
sity for successful long-distance work. 

In this connection, Mr. J. J. Carty sa)s, in a 
paper* which has alreadj- been extensively quoted : 

" One of the most peculiar developments connected 
with the introduction of the telephone was the pres- 
ence of remarkable sounds which were heard when 
the telephone line was of any considerable lenLjlh. 
Sometimes it sounded as though myriads of birds 
flew twittering by; again, sounds like the rustliiiLj of 
leaves and the croaking of frdgs could plainly be 
lieard ; at other times the noise resembled the Iiiss- 
ing of steam and the boiling of water. Even a dis- 
play of aurora borealis caused powerful currents in the 
telephone. 

"At one time, I think it was in 1882, during the 
prex'alence of sun spots and after the appearance of a 
comet, the auroral current became so strong on a line 
from Biiston to Brockton as to operate a miniature 
arc-light which I improvised out of a pair of lead- 
pencil carbons and connected into the line. 

" Some of these disturbances have been more or 
less satisfactorily accounted for by assuming differ- 
ences of potential at the two ends of the line ; by 
the sudden heating or cooling of the line ; and by 
the passage of electrified bodies of air or clouds." 

Air and earth currents are still often a cause of much 
trouble in the use of measuring instruments of any 

* A New View of Telephone Induction. 



Telephone Lines and Their Properties. I'^'J 

great degree of delicacy, in connection with long 
lines, even although the lines are metallic circuits. 



TELEGRAPH INDUCTION. 

Induction from telegraph wires is now avoided, as 
telephone lines are seldom run near to telegraph 
lines. The telegraph lines run along the railroads, 
while the telephone lines take the highways. There 
is an occasional instance of induction from telegraph 
lines upon telephone lines ; but such instances are 
rare, and are of slight importance. 

INDUCTION FROM ELECTRIC-LIGHTING CIRCUITS. 

The serious nature of the disturbances due to elec- 
tric lighting currents has been forced upon the atten- 
tion of telephone companies more and more strongly 
for some years. Electric railways have still more re- 
cently been added to the list of disturbing causes, 
and it has become imperative that something should 
be done to prevent or to cure the interference. 

Electric currents produced by dynamo-electric 
machines are, of course, not absolutely steady. The 
current which is sent out is made up of a number 
of overlapping single waves, each single wave being 
produced by a single coil of wire on the armature of 
the machine. The resultant wave will therefore 
have an undulating crest, the depth of the undula- 
tions — or the variations in electro-motive force — de- 
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pending on the number of coils with which the arma- 
ture is wound. Obviously, therefore, all dynamo 
machines are not alike in the effect that is produced 
in the telephone. In general, the machines for arc- 
lighting have fewer coils in the armature than the 
machines for incandescent lighting, and arc-currents, 
therefore, produce greater disturbance than any other 
so-called steady currents. Machines which produce an 
alternating current will, of course, cause a far greater 
noise in the telephone, as in this case the full poten- 
tial of the machine is operative in inducing current 
on the telephone line. Moreover, the vibrations are 
very rapid, and the sound produced is of about the 
same pitch as some of the notes in the human voice. 
Even if the noise is not overpowering, therefore, it is 
much more difficult for the ear to distinguish the 
speech from the disturbance, and to understand con- 
versation, than in the case of slower vibrations, where 
the pitch of the disturbing noise is low. 

All circuits carrying currents for lighting are now 
insulated from the ground, or nominally so ; but it is 
a difficult matter to keep this insulation high, and of 
course impossible to make it perfect. There is there- 
fore more or less leakage, at all times, from the 
lighting circuits to the poles and to the earth. 
In many places, also, telephone wires and electric 
h'ght wires run upon the same poles. Therefore, 
although induction is probably in most cases the 
chief cause of disturbance from electric light wires, 
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leakage is often an important factor, and must 
always be considered. 

The disturbances arising from these sources have 
proved a very serious inconvenience in operating tele- 
phone exchanges ; and although it has always been 
recognized that the use of metallic circuits by the 
telephone companies, or the removal or entire read- 
justment of the disturbing circuits would prevent 
interference, it has been in most cases impossible to 
successfully accomplish the necessary changes in the 
disturbing circuits, and the expense of an immediate 
and wholesale installation of metallic circuits is enor- 
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mous. Every plan and device that could be thought 
of as a remedy for these disturbances was therefore 
carefully and thoroughly tested. Most of these 
plans involved the insertion of apparatus in connec- 
tion with the telephone instruments ; but it has 
been found that all devices of this nature cause a 
diminution of the telephone current in about the 
same proportion that the disturbing noise is reduced, 
so that nothing would be gained by any such ar- 
rangement. 

One remedy, however, to be used in the case of 
alternating currents, was more successful. The ar- 
rangement is shown in the diagram. 



i6o Telephone Lines and Their Properties. 

When two coils, / [', connected as shown, were 
properly adjusted as to direction of current and rela- 
tive position, the current induced in the coils neu- 
tralized the current induced in the wire in the oppo- 
site direction. The objection to this arrangement is 
the necessity of frequent readjustment of the rela- 
tions between the coils, and the retarding effect of 
the coils on both the lighting current and the tele- 
phone current. 

It seems, therefore, that the idea of correcting 
these evils and obliterating disturbances after per- 
mitting them to be created, must be abandoned. 
The only way to avoid disturbances is to pm'cnt 
their existence by a proper arrangement of circuits. 

Several plans which have been advocated as a cure 
for the disturbances from electric railways, are also, 
to some extent, a protection from interference from 
electric lighting currents ; but these plans are more 
especially applicable in the case of disturbance from 
electric railways, and are described under that head. 

In the arrangement of electric lighting and power 
circuits with regard to telephone circuits, the first 
and most important requisite for the prevention of 
disturbance is distance. If the electric light wires 
and the telephone wires are only sufficiently far apart, 
it does not matter what is the arrangement of tlie 
lighting circuits. The maximum distance at which 
induction will be noticed depends upon the system 
of lighting ; that is, upon the rate of variation of the 
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current, and hence upon the winding of the dynamo. 
This maximum distance, however, is usually not ex- 
cessively great if the two wires of the electric light 
circuit are parallel and near together, as is now gen- 
erally the case. Electric light and telephone wires 
should not be run on the same side of the street if it 
can be avoided, and under no circumstances should 
they be strung on the same poles. Even " steady " 
currents supplying incandescent lamps may cause 
disturbance in this case, although, in general, little or 
no trouble is experienced from this class of currents. 
In cases where the two systems are already run 
parallel and near each other, and where it is impos- 
sible to sufiRciently increase the distance between 
them, the disturbances can be reduced to a minimum 
b}' a proper arrangement of the lighting circuits. To 
accomplish this, it is necessary, first, that a return 
wire be used for the lighting circuit, and that it be 
placed near and parallel to the outgoing wire. This 
will not in itself be sufificient to prevent disturbance, 
if the telephone and electric light circuits are very 
near together ; for both the wires of the electric light 
circuit cannot be at the same distance from all the 
telephone wires, and transpositions of the two wires 
of the former, as practised in the long-distance tele- 
phone lines, are manifestly impracticable. A slight 
lack of balance on the lighting circuit is enough, in 
such cases, to produce considerable disturbance on 
telephone wires. This lack of balance is due to an 
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unequal distribution of lamps over tlie circuit, and if 
tlie inequality is great, will result in considerable 
trouble, however carefully the wires may be arranged 
in other respects. Both the following conditions, 
therefore, must, if possible, be strictly observed : 

The wires of the lighting circuit must be carried 
side by side and near together; and the distribution 
of lamps must be symmetrical. 

The beneficial results to be expected from a proper 
arrangement of outside circuits and lamps are often 
lost, and good intentions frustrated, by the method of 
connecting in circuits at central stations. It is not 
infrequently the case that circuits, over which the 
lamps are properly distributed, are so connected at 
the station as to make a resultant circuit which is de- 
cidedly unbalanced with regard to the telephone 
wires. An example of this is shown in the diagram, 
which represents an actual case. 

Merc A represents a lamp circuit over 
which the distribution of lamps is proper. 
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B represents a second lamp circuit over which there 
is likewise a proper distribution of lamps; and the 
line of telephone wires runs on the same poles as 
circuit B. When, therefore, circuit B is operated 
alone, there is little or no trouble on the telephone 
lines; but when, as sometimes happens, circuit A is 
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connected in series with circuit B, a decidedly unbal- 
anced circuit results, and a considerable disturbance 
is caused on the telephone wires. 

The action of unbalanced circuits in causing induc- 
tion may be made clear by the following explana- 
tion: 
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Suppose the telephone wire, in this case, to be 
equidistant from the two wires of the dynamo circuit, 
and let R represent a resistance or other unbalancing 
cause in one side of the dynamo circuit. (In practice 
R would be the excess of lamps or transformers on 
one side over those on the other side.) 

Let us consider now a single impulse only. A 
positive and a negative charge are sent out from the 
dynamo in opposite directions simultaneously. At a 
given instant the negative charge has reached the 
point A, and induces at A' a corresponding positive 
charge. If, now, the positive charge (equal to the 
negative charge at A^ could reach A" at that same 
instant, the corresponding negative charge would be 
induced at A' ; the two induced charges at^' would 
be equal and opposite, and the result on the telephone 
wire would be nil. Owing, however, to the excess of 
resistance R, the positive charge cannot reach A" at 
the instant that the negative charge reaches A. The 
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positive charge is, say, at B when the negative charge 
is at A, and therefore the induced charges do not 
neutralize each other, and a current results on the 
telephone wire.* 

BELT CIRCUITS. 

In the early days of electric lighting, far less care 
was exercised in running the wires than is now used. 
No especial pains were taken to run the two sides of 
a circuit either parallel or near together ; and there 
was one arrangement in particular, known as a " belt 
circuit " which seems to have been a favorite. I lap- 
pily for the telephone, this arrangement is rapidly 
disappearing, but there are still some such lines in 
use. Tiie method of running belt lines is shown in 
the diagram, each circuit running perhaps almost 



completely around a town, and the lamps being cut 
in wherever they were located. Any telephone wires 
running parallel with these belt lines are subjected to 
the full disturbing influence of the lighting current, 

* The explanation by principles of electro-magnetic induction would 
be exactly similar to that given above for electro-static induction ; 
considering elements of current instead of elements of static charge. 
That is, the phase of the dynamo current would be delayed more in 
the B side of the circuit than in the A side, and an induced current 
would result on the telephone wire. 
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with no compensating effect from the return wire. 
It has been claimed by some electric lighting com- 
panies that, where a number of belt lines take ap- 
proximately the same course, the effect from each 
tends to neutralize the effects from the others. This 
is, however, rarely the case, the effect from the aggre- 
gation of circuits being usually much greater and 
more annoying than that from one ; for it is practi- 
cally impossible to run the dynamo machines with 
such regularity that the phases of the current from 
one shall be exactly, or even approximately, the op- 
posite of the phases from another. The disturbance 
will rise and fail in volume, in beats, according to the 
relative speeds of rotation of the armatures. 

When there is an even number of these belt cir- 
cuits running on the same poles, it would be a simple 
and inexpensive matter to rearrange them into 
proper metallic circuits, by connecting them up in 



station 



pairs in the middle, as shown. The same object 
could be accomplished also by connecting in pairs at 
one end, but this would double the number of lamps 
on one circuit, and would therefore make it neces- 
sary to double the electro-motive force at the sta- 
tion, which would be a disadvantage. 
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There are, therefore, but two ways of avoiding dis- 
turbance from electric light circuits. 

1st. To use metallic circuits for the telephone 
lines. 

2d. To arrange the electric light circuits accord- 
ing to the following rules : 

a. Circuits carrying currents for electric lighting 
must not be run near telephone wires. 

b. Electric light circuits already near enough to 
cause disturbance, which cannot be removed, must 
be made up of two wires, the outgoing wire and the 
return wire. 

c. The outgoing and return wires must be placed 
side by side, and as near together as possible. 

d. The distribution of lamps on such circuits must 
be symmetrical, or approximately so. 

e. No branch circuit should be taken off one side 
of a main circuit without properly compensating for 
it on the other side. 

Obviously, it will seldom be possible for telephone 
companies to insist on the observance of the rules 
just given, and the only entirely feasible way of 
avoiding all these difificulties seems to be to have all 
telephone lines made up of metallic circuits. 

INTERFERENCE FROM ELECTRIC RAILWAYS. 

The electric railway is a comparatively recent de- 
velopment. Many systems of operation have been 
tried, but the only system that is now extensively 
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in use, or is likely to be for some time, is that using 
the rails as the return circuit, and known as the 
" single trolley system." In order that the effect 
upon the telephone of the operation of such a system 
may be clearly understood, it is necessary to describe 
it more fully. 

In the single trolley system, a wire of large diame- 
ter (from o".20 to o" .yi) is suspended over the centre 
of the track, wherever the cars are to run, and the rails 
are carefully connected together, electrically, by cop- 
per wires riveted into the ends of each rail, bridging 
across the joints. It has been usual, also, to lay a 
bare copper wire in the ground near the track, and 
to connect every rail to it. The object of these rail 
connections is, of course, to reduce the resistance of 
the rail circuit, and thus avoid too great a loss of po- 
tential ; but it is incidentally advantageous to the 
telephone that the rail circuit shall have a minimum 
resistance. The positive pole of the generator is 
usually connected to the overhead line, and the neg- 
ative pole to the track. It was the practice, in the 
earlier roads, to carefully ground both the rails and 
that side of the generator which was connected to 
them, but this is not always done now. The cars 
are in multiple, contact being made with the over- 
head wire by means of a long arm, known as the 
trolley arm, on the top of the car, and a metal wheel 
(trolley wheel) running along the under side of the 
wire. Contact with the rails is made through the 
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car wheels. A constant potential is employed, and 
it is now the universal custom, on single trolley roads, 
to maintain the potential at or near 500 volts. The 
diagram shows the connections. 
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Trolley line. 
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Track. 

Even if no pains are taken to make a good connec- 
tion between the rails and earth, there is at all times 
a more or less perfect contact. A portion of the 
railway current, therefore, as it enters the rail from 
the car wheel, passes into the earth, and through the 
earth by various paths to the generator. This por- 
tion of the current which passes off into the earth is 
probably comparatively slight ; but if it encounters 
the ground wire of a telephone instrument, it is suffi- 
cient to produce in that instrument, and in others 
connected with it, a considerable disturbance of a 
rather disagreeable character. The noise produced 
by the diverted railway current is a harsh hissing 
sound, entirely different from the sounds produced 
by induction, and very difficult to talk over. 

If telephone wires run parallel with the wires of 
the railway for any considerable distance, and are 
sufficiently near, a current will be produced by in- 
duction upon the telephone wire. This results in a 
sound in the telephone similar in character to that 
produced by arc or alternating currents, but of a 
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different pitch. The pitch of this sound does wcX 
seem to correspond to the speed of the generator, 
nor, in fact, to any sound usually caused by the gen- 
erator current. Induction from railway current is 
due to the counter electro-motive force of the motors, 
and the pitch of the sound produced corresponds to 
the speed of the motors ; the generator current appar- 
ently being equalized by the conditions of the circuit. 
The sound caused by induction is a clear, shrill, ring- 
ing sound, not particularly disagreeable to the ear, 
nor troublesome to conversation, unless very loud. 

These disturbances to the telephone from electric 
railways have led to many controversies between tel- 
ephone and railway companies, and many devices 
have been proposed as means of preventing or remov- 
ing the difficulty. All devices designed to remove 
the disturbance after it has occurred, are open to the 
same objection as in the case of disturbance from 
electric lighting circuits. The most important of the 
plans for preventing the interference are : 

1st. Change of the railway system to double trol- 
ley, or complete metallic circuit without ground con- 
nection. 

2d. Change of the telephone system to complete 
metallic circuit. 

3rd. Common return wire for the telephone sys- 
tem, or " McCluer system." 

4th. Change of the telephone system, in part, to 
metallic circuits, with repeating coils. 
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5th. Connecting all telephone " ground " terminals 
together, and removing the earth connections — 
Wiley-Smith system. 

6th. Insertion of a condenser between each tele- 
phone instrument and the earth. 

THE DOUBLE TROLLEY SYSTEM. 

I. In the double trolley system the arrangement is 
the same as in the single trolley, except that there 
are two wires overhead, two trolleys, each making 
contact with one of these wires, and the track is not 
used as a portion of the circuit. Undoubtedly, the 
use of the double trolley system would prevent any 
material disturbance to the telephone, as there is no 
connection of the railway circuit with earth, except 
by accident, and the two wires run side by side and 
near together, thus avoiding any appreciable amount 
of induction. There is, however, but one city in 
which the double trolley system just described is 
running successfully. The leading railway construct- 
ing companies refuse to adopt the system, saying 
that it is not practicable except in very simple cases, 
and that in the case referred to, in Cincinnati, the 
road presents such simple conditions of engineering 
that for that reason only is it possible to operate the 
system successfully there. It has been found impos- 
sible to compel the railway companies to adopt the 
system ; and although this method would be a solu- 
tion of the problem very satisfactory to telephone 
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interests, the plan cannot be considered one which it 
is in the power of telephone companies to apply. 

2. The use of metallic circuits for all telephone 
lines would prove as perfect a means of preventing 
disturbances from railway currents as the use of the 
double trolley system by the railways. The argu- 
ments already advanced in the case of electric light 
disturbances apply with equal force to this case, and 
the only practical objection to the adoption of this 
system is the cost of installation. It is earnestly to 
be hoped that metallic circuits will ultimately be 
used for all telephone lines ; for this would not only 
free the telephone lines from disturbances of all 
kinds from foreign sources, but in addition to that 
the lines would be, in some respects, more efficient 
than grounded circuits. 

The two methods already described are practically 
perfect in preventing disturbances to telephones from 
railway currents. The methods yet to be described 
furnish but partial protection. 

3. The " common return system," or " McCluer 
system," so called, consists essentially of a wire, of 
proper size and resistance, strung on the same poles 
with the telephone wires for which it forms the re- 
turn. The " ground " wire of each instrument is re- 
moved from its earth connection, and connected to 
this return wire, which is common to all the instru- 
ments in the system, and in this respect exactly ful- 
fils the function of the earth. 
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Obviously, if all connection is broken between the 
earth and the telephone system, no disturbance can 
take place from conduction of the railway current in 
its passage from the rails to the power-station, what- 
ever the size or disposition of the common return 
wire ; but somewhat more than this can be accom- 
plished by a proper determination of the size and 
location of this wire. Assume the resistance of the 
wire and its location to be such, at each point, that 
the current induced upon it is always equal to the 
sum of the currents induced upon all the wires con- 
nected with it, then the resultant current in each 
telephone will be zero, and all disturbance from in- 
duction, as well as that from conduction of railway 
current, will have been eliminated. This happy state 
of affairs cannot be attained in practice, for reasons 
which will soon appear, but it can be approached by 
careful consideration of the conditions met with in 
each case, and the system can be so constructed as to 
eliminate a part, at least, of the disturbance arising 
from induction. 

When several telephone wires run together upon 
a line of poles, it is impossible to place a single wire 
serving as a return for all, so that it shall be at the 
same distance as each of the telephone wires from a 
disturbing wire. If, however, the return wire be run 
on the same poles as the telephone wires, and at, as 
nearly as possible, the centre of the group, the varia- 
tion from actual equidistance will be very slight. 
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The real difficulty lies in another direction. Sup- 
pose I, 2, 3, 4, 5, to represent a line of telephone 



wires, and c the common return for them all ; the 
whole line being subject to induction from a disturb- 
ing current of any kind. If c be so designed, in size, 
material, and location, that the current induced upon 
it is equal to the sum of the currents induced upon 
I, 2, 3, 4, 5 ; and if the currents induced upon i, 2, 
3, 4, 5, be exactly equal to each other; then no dis- 
turbance will result in the telephones. Usually, 
however, the currents induced upon i, 2, 3, 4, 5, are 
unequal. Wire No. i, say, is the longest, has the 
greatest exposure, and therefore the most disturb- 
ance. For similar reasons wire No. 2 has greater 
disturbance than No. 3, and so on. 



<f' 



±1. 



J' 



Obviously, then, if c be of the same size through- 
out, the induction from e to ^ will more than balance 
the induction on i, and a disturbance will result, in 
t,. For similar reasons, there will be a disturbance 
to a less and less extent, in t^, t„ and /„ but none in 
t^, if c is properly designed for the five wires. For 
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practical reasons it is not convenient, nor is it neces- 
sary, to diminish the size of c by exactly the proper 
amount whenever a wire leaves the pole-line. A 
reasonable approximation to exactness will insure a 
freedom from disturbance, in all the instruments, suf- 
ficient to permit easy conversation. But the proper 
dimensions of the return wire must be determined 
with much greater care than has ever yet been used 
in such a case. It is an engineering problem, and it 
will not do to put up a return wire by guess-work if 
good results are to be obtained. 

Let us look at it from another point of view. 
Suppose the same wires, i, 2, 3, 4, 5, to be provided 



t 



— ' each with 



I? its individual 



"^ return wire, prop- 



< p y eriy balanced and trans- 

posed, making a system 
of complete metallic circuits. It will not be neces- 
sary to demonstrate that in this case there will be no 
disturbance from an outside source, for this fact is 
well known to all telephone engineers. Having such 
a system, suppose we connect all the individual 
return wires together. There should be, in this 
case, no disturbance whatever. And how does such 
a system differ from a properly designed common re- 
turn system ? Simply in the location of the return 
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with respect to the outgoing wires. We are led, 
therefore, to the proposition that, 2l properly designed 
common return wire is practically equivalent, in 
every respect, to an individual return wire similarly 
placed. Its use, therefore, will not only prevent dis- 
turbance due to earth currents, but the disturbances 



£ 



i 



due to 
T . I ^ induction 



'\ , ''' ' alone will be pro- 

c j> y portionately reduced as 

the outgoing and com- 
mon return wires are more nearly equidistant from 
the disturbing source. 

The proper size to be given to the return wire will 
be different for different telephone systems. In the 
closed circuit system, which is the one in most com- 
mon use, the return wire must be larger than in the 
Law system, in which the circuits are normally open. 
In the Law system, the common return wire must 
be designed for the number of telephone wires likely 
to be in use simultaneously, which is but a compara- 
tively small portion of the whole number of telephone 
lines. It is therefore, to some extent, a matter of 
guesswork to determine the proper size of the return 
wire, and the common return system cannot, in this 
case, be made so perfect a protection against disturb- 
ance as in the telephone systems using closed cir- 
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cuits, where the number of wires to be provided for 
is definitely l<nown and is constant. 

4. Change of telephone system, in part, to me- 
tallic circuits, with repeating coils. 

This arrangement is, of course, only a makeshift, 
and is not to be recommended in cases where it is 
feasible to have a complete metallic system, or where 
a large portion of the lines in an exchange are sub- 
ject to disturbance. Where comparatively few lines 
are disturbed, however, it can be used to advantage, 
and satisfactory service obtained by using a combina- 
tion switch-board. In such cases the disturbed lines 
are usually all in the same district; and if the daily 
business in that district is not excessively great, it 
will not be necessary to provide a great number of 
repeating coils — perhaps eight or ten. It is perfectly 
feasible to operate a combination board for such a 
purpose, the only objection being the slight delay in 
making connections. After connection is made the 
service will be as satisfactory as if the railway were 
not in operation. 

The cost of this arrangement depends, of course, 
on local conditions. When the disturbed lines con- 
stitute as much as half the exchange, it will be 
found cheaper in the end, and more satisfactory in 
every way, to install the metallic circuit system 
throughout. 

It is unnecessary to describe this arrangement more 
in detail, as it is exactly similar to that used in 
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cases where metallic circuit trunk lines come into ex- 
changes operating grounded circuits. 

5th. Connecting telephone " ground " wires to- 
gether and disconnecting them from the earth — 
" Wiley-Smith system." 

This system is the cheapest of any that have been 
named, and has been used with fair success in several 
exchanges in the West. Its use will obviate all the 
trouble from conduction of railway currents through 
the earth, but so far as induction disturbances are 
concerned, little, if any, relief can be expected from 
it. It consists in connecting together all the sub- 
scribers' " ground " wires, and removing the earth 
connection ; so that the telephone current passing 
out over a subscriber's line is returned through all 
the other wires together. It has not been found that 
the use of this method causes any interference of 
telephone currents with each other. 

6th. Insertion of a condenser in the telephone line, 
between the subscriber's instrument and the earth. 

This is a method which can hardly be recom- 
mended generally, although it might be of advantage 
in isolated cases. The result would be comparative 
freedom from disturbance due to conduction of rail- 
way current, and possibly a slight modification of the 
telephone current, producing a sharper and harsher 
sound. I know of no instance of the use of this 
method as proposed. 

Whenever, then, serious disturbance is caused upon 
12 
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telephone lines by the operation of any circuits car- 
rying heavy currents, it is necessary to adopt some 
means of preventing the disturbance. If it is possi- 
ble to so re-arrange the power circuits that they will 
cause no disturbance, that should be done. If, how- 
ever, this is not possible, as it generally is not, one of 
the methods just described must be used; and a 
careful consideration of the conditions existing in 
each case will determine just which method it is best 
and most economical to apply. 

In some cases iron rods driven at frequent intervals 
along the railway track, and connected to the rails, 
give good results in preventing leakage of railway 
current. The efficacy of this system, however, must 
in general depend on the character of the soil. In 
rocky soil it can be of but little service. 

It may be instructive to close our consideration of 
this subject with an account of an actual case that 
came under the observation of the author. The sit- 
uation is roughly indicated in the diagram opposite. 

The electric road ran from a distant town, not 
shown, through the village A, over the creek into the 
town B, continuing by the straight track to the 
outer edge of the town. In returning, the cars ran 
around the loop in B, past the telephone exchange 
E, and back through A by the straight track. 

The greatest trouble was experienced in the B ex- 
change. Here, although the noise on the lines was 
not troublesome except in rare cases, many of the 
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drops were frequently thrown and held down for 
some time. Moreover, the conditions were some- 
what peculiar and the results unexpected, as it was 




not the drops of the B lines which were thrown 
where the cars were running, but the C drops, con- 
necting with lines grounded at a very considerable 
distance away from the moving car. 



M 



JO 




Main St. 
i 



Broad St.-> from A 



u 




Creek 
Profile of Road into B and on Main Street. 

It was noted that almost invariably, when cars go- 
ing toward B were mounting the short grade M, in 
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A, and cars from B were on the grade N, many 
of the C drops were thrown ; and it had been ascer- 
tained by experiment that the direction of the cur- 
rent on the affected telephone lines was from C to 
the Exchange. 

When the car was going up Broad Street, a few of 
the drops in the distant town were thrown, as would 
be expected, and when the car was on Main Street, 
passing the Exchange, another set of drops fell. 

The reason for the throwing of the C drops by the 
passage of a car over the grade in A, was probably 
this : A and C have the same water system. The 
creek is at the bottom of a deep cut with steep and 
rocky sides, crossed by a bridge laid with centre-bear- 
ing rails. When a car was passing over either of the 
grades in A, there was no car in B ; and owing partly 
to this fact, partly to the rocky character of the soil, 
and partly, perhaps, to the fact that the track circuit 
over the bridge was imperfect, the potential of the 
track and ground at the hill in A was raised by the 
passage of a car somewhat above that of the track in 

B. A current passed, therefore, over the water-pipes 
to C, upon the telephone grounds, over the lines to 
the Exchange, and threw the drops, passing out 
through the central office ground and the grounds of 
neighboring subscribers. The same effects were ob- 
served when the central office ground was removed. 
This must necessarily have been the case so long as 
subscribers' grounds existed in the neighborhood, un- 
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less the lines were separated at the switch-board be- 
yond the drops. 

Several experiments were made on the effect of 
moving the Exchange ground to different points. 
When the Exchange ground was moved to a distance 
of two or three miles into the country, away from 
the electric road and from C, the trouble with the 
C drops was entirely relieved, but a number of the 
B drops fell instead. The Exchange ground was 
then moved to C, and it was found that only one or 
two of the drops fell often enough to cause any 
trouble. 

It was proposed by the telephone company that 
the road should put in the Sabold system of ground 
rods to avoid the difficulty. In many cases this sys- 
tem would undoubtedly greatly help matters, but 
the circumstances of each individual case must be 
considered. In this case the whole country is very 
hilly, the slopes usually steep ; it is underlaid by beds 
of slate and limestone, and " sink-holes," so-called, 
are very common. These sink-holes serve to drain 
off all the surface water which succeeds in reaching 
the rock, and in fact they do this so thoroughly that 
the sewage is disposed of by means of sink-holes. It 
is improbable, therefore, that any particular benefit 
would have been obtained by the use of the system 
of ground rods, even if it had been possible to drive 
them. In many cases this would not have been pos- 
sible, and in any case probability of reaching a level 
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of permanent moisture in such ground, at any reas- 
onable depth, would have been very small. 

MAPPING OUT GROUND POTENTIAL. 

In any telephone exchange system, the distribution 
of potential over the area of ground covered by the 
system may be very readily found by the use of a 
direct-reading volt-meter. This practice was in- 
augurated by the electric railway companies for the 
purpose of finding the loss in the track circuit ; but 
it was found to give such useful information that it 
has been adopted by some of the telephone ex- 
changes. To find the potential over a system by this 
method, connect an ordinary switch-board cord to 
each terminal of the volt-meter, plug one — usually 
the negative terminal — into the central office ground, 
and plug the other successively into the subscribers' 
lines. The needle of the volt-meter will indicate 
usually a varying potential ; but the average can be 
estimated with fair accuracy, and the maximum and 
minimum noted if desired. Having obtained read- 
ings from all the lines in the exchange, equipoten- 
tial lines may then be plotted on a map of the city. 
As the resistance of the volt-meter is usually high, 
it is generally unnecessary to correct for the resist- 
ance of subscribers' instruments, and a very good 
approximation is obtained in each case to the differ- 
ence of potential between the central office ground 
and the subscribers' ground. 
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The results obtained in different cases vary very 
greatly, and depend to a large extent on the nature 
of the soil. In cities having an electric road with an 
imperfect track circuit, the difference of potential 
may rise at times, and on certain lines, to 50 or 60 
volts. Where the electric road has a good track cir- 
cuit and a network of tracks, this difference is usually 
only a fraction of a volt. 



CHAPTER XIII. 
PROPERTIES OF METALLIC CIRCUITS. 

The most obvious advantage of metallic circuits 
over grounded circuits, and tlie point first looked to 
in their adoption, lies in the fact that metallic circuits 
are, and must always be, free from those currents 
arising from various accidental causes existing out- 
side the circuit. Such currents are continually 
creeping in on grounded circuits, even when the lines 
are short ; and on long lines a grounded wire is 
never free from them. It was a necessity, therefore, 
that metallic circuits should be used if it was expected 
to successfully transmit conversation over long lines. 
The other advantages to be gained by the use of 
metallic circuits were then imknown, or at least not 
fully appreciated, and were only fully developed 
after metallic circuits of copper had come into use for 
the long-distance lines. 

In discussing the properties of long distance 
lines, so called, I shall confine myself to a considera- 
tion of trunk lines consisting of metallic circuits of 
copper wire, as described in a previous chapter, al- 
though the discussion will apply, to a great extent, 
to any metallic circuits of copper, whether trunk lines 
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or not. The mechanical properties of the long 
distance lines should be well understood from the 
description already given of the construction of these 
lines. The electrical properties of any telephone line 
are : 

1. Resistance. 

2. Capacity (static). 

3. Insulation. 

4. Self-induction (retardation). 

Retardation may also be considered a property of 
a telephone line, as it includes some of the effects of 
both capacity and self-induction ; and as it is impos- 
sible to separate these effects, we will consider them 
together as retardation. Let us now investigate 
these properties in the case of long distance lines, 
and their effect upon the telephone current. 

DESIGN. 

It was in connection with the proposed construc- 
tion of long distance lines that the question of de- 
signing the proportions of a line first arose as an 
electrical problem. If it was desired to transmit 
speech over a given distance sufficiently well for 
business purposes, of what size and material must the 
wire be ? What must be the distance of the wires from 
each other, and how far must they be from the earth ? 
In a word, what values must we give to the proper- 
ties of the line ? As an answer to these questions 
the empirical rule was deduced from experiment, and 
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supported by some Eminent electricians, that the 

product of the resistance and the capacity must be 

constant ; that is, 

CR = K 

wliere K was given different values according to the 

transmitter used. R was to be taken without regard 

to the magnetic properties of the metal used, and C 

was the capacity measured to "earth." If the line 

was a metallic circuit, the equation was to be solved 

for a grounded circuit, and a wire similar to that 

thus determined was to be run as a return. 

RESISTANCE AND IMPEDANCE. 

From the consideration we have already given to 
the telephone current, we see that the impedance of- 
fered by a wire to the passage of a telephone current 
does not necessarily bear any definite relation to its 
resistance ; and we shall see later that the capacity 
of a metallic circuit does not necessarily bear any de- 
finite relation to the capacity of either wire to the 
earth. Although the formula cited may, as tele- 
phone lines are usually constructed, give a very rough 
approximation to truth, it cannot be considered by 
any means a basis for accurate calculation. 

As the impedance offered by a given wire to the 
passage of an alternating current depends upon the 
frequency of alternations, the resistance of the wire 
becomes of continually lessening importance as the 
frequency of alternation increases. Hence the resist- 



Telephone Lines and Their Properties. 187 

ance of the wire does not come in directly as a factor 
in determining the volume. Any formula, therefore, 
in which the first power of R appears alone is math- 
ematically incorrect. 

The wire used for long distance lines is hard drawn 
copper 0.104" in diameter. This wire has a resist- 
ance of about 5.2 to 5.3 ohms per mile ; and an im- 
pedance for currents of 1,500 alternations per second, 
only about 1.4 per cent, greater. The average im- 
pedance offered by this wire to the passage of tele- 
phone currents in which the vibrations range from 
200 to 1,500 per second, is practically the same as the 
resistance, and the difference in impedance for the 
different rates of vibration is so slight as to be negli- 
gible. If the size of the wire is increased, this differ- 
ence in impedance increases, and in view of the slight 
effect of pure resistance upon transmission there might 
be but little gained electrically by lessening the re- 
sistance by an increase in the size of wire. 

CAPACITY. 

The electro-static capacity is the most important 
property of a circuit, so far as transm ission is concerned. 
In considering the question of capacity of a metallic 
circuit, we must always bear in mind that what is 
meant is the capacity of one wire of the circuit to 
the other wire. The capacity to earth may be any 
quantity whatever, so long as it is the same for each 
wire, without affecting the condition of the two wires 
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as a circuit. For a metallic circuit constitutes a con- 
denser of w^hich each wire of the circuit is one of the 
plates. Niiw, the capacity of a condenser depends 
upon the surface of the plates and their distance 
apart; and it is unchanged by the proximity of a 
third plate, provided the third plate is at the same 
distance from each plate of the condenser. If the 
third plate be inserted between the plates of the con- 
denser, at the same distance from each plate, the 
capacity of the condenser is unchanged if the thick- 
ness of the third plate be infinitely small. In this 
case it is necessary to take account of the thickness 
of the plate only because the distance between tlie 
plates of the condenser is virtually diminished by an 
amount equal to the thickness of the third plate. 

Thus in the diagram, if A 
i 

C and B are two wires consti- 

tuting a metallic circuit, any 
other wire may be intro- 
^ Q_. duced on the line C D with- 
out affecting transmission 
over A B, except when the 
D position of the third wire 

results in virtually diminish- 
ing the distance between A and B. Even then, the 
maximum effect is that due to the diameter of the 
wire, which is small in comparison with the dis- 
tance A B. 

E\idently, where the circuit A B is strung on 



A 

-e- 
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poles, the earth is practically at the same distance 
from each, and its proximity cannot affect the capac- 
ity of the circuit. 

The proposition may be generally stated as follows : 
Given, a pair of wires constituting a metallic circuit. 
The proximity of any other conductor or conductors 
symmetrically disposed relatively to it and equidis- 
tant from its wires, will not affect its capacity in any 
way, unless it is so placed, and of such dimensions, 
as to virtually diminish the distance between the 
given pair of wires.* 

In the case of metallic i 

circuits the presence of any 
wire lying in the plane C 

D, will have no effect on /\ ! b 

the current in A and B. ""■© T ©"' 

For the potential at C D 
is always zero, when A and 
B are charged with equal 
and opposite quantit i e s . 

Hence there is no change of potential at C D, due 
to change of potentials at A and B, so long as the 
charges on A and B remain equal and opposite. No 
work is done on C D by the change of current in A 

* ' ' Since this spherical surface [in this case of radius = co , hence 
a plane midway between the wires and normal to the line joining 
their centres] is at potential zero, if we suppose it constructed of thin 
metal and connected with the earth, there will be no alteration of the 
potential at any point either outside or inside, but the electrical action 
will remain that due to the points A and B." — Maxwell, § 156. 
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and B. Therefore the presence of conductors in the 
plane C D can cause no retardation in the current 
in A and B. 

If the charges on A and B are not equal and op- 
posite — that is, if the metallic circuit is unbal- 
anced, the effect will be to move the plane C D to 
one side or the other. This will necessitate work by 
the current in A and B, and will cause retardation in 
that current. 

In the case of metallic circuits upon poles, the dis- 
tance between the two wires of a circuit is usually 
great in comparison with the diameter of the wire.* 
The error involved is therefore very small, if we ap- 
ply the formula which expresses the capacity of a 
condenser with flat plates. 



4'7r t 

where S is the surface of the wires, and / the dis- 
tance between them.f 

As we have seen, in any circuit traversed by tele- 
phone currents, the electro-static charges must be 
rapidly reversed ; and this produces an unequal re- 
tardation of phase which impairs and destroys the 
clearness of signals. Another effect of capacity is to 
reduce the volume, producing interferences of waves 
which reduce their amplitude. The electro-static 
capacity of a circuit is the most powerful factor in 

* About one hundred and twenty times. 

•)- When the distance between wires is not great in comparison with 
diameter, this formula does not apply. 
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reducing the efficiency of transmission ; and if the 
capacity can be diminished the efficiency of the line 
will be increased. 

We can diminish this retarding influence in two 
ways : The size of the wire can be reduced, thus 
lessening the surface ; or the distance between wires 
can be increased. This increase of distance can be 
accomplished either by increasing the length (or 
number) of cross-arms — which is not advisable for 
mechanical reasons — or by using as a circuit the two 
wires farthest apart in the set. This method is of 
material advantage, and is often employed on the 
longest lines, when talking is very difficult. In ex- 
perimenting on the line between New York and 
Boston, using a circuit about two hundred and fifty 
miles long, it has been found that the circuit includ- 
ing the pair of wires farthest apart on the poles has 
an electro-static capacity from twelve per cent, to 
twenty per cent, less than that of the circuit includ- 
ing a pair of adjacent wires. Both these circuits in- 
cluded also a considerable length of cable whose 
capacity forms a large percentage of the total capac- 
ity of the line ; and this portion was, of course, 
unchanged. As the length of pole-line in use is 
greater, its capacity is a greater percentage of the 
total capacity of the line, and the advantage to be 
gained by this method of increasing the distance be- 
tween wires becomes proportionately greater. 

Retardation, due to electro-static capacity, is less 
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in the case of metallic circuits than on grounded cir- 
cuits, for two reasons : The capacity of the metallic 
circuit is usually less than that of the grounded cir- 
cuit of the same dimensions ; and the telephone cur- 
rent is assisted in its work of reversing static charges 
by the effects of static induction from one wire to 
the other. 

INSULATION. 

The insulation of the long distance lines is usually 
very high. Although the insulator in most common 
use is a small one, with a comparatively slight length 
of leakage surface, the insulation frequently measures, 
in dry weather, as high as 3,000 megohms per mile. 
In rainy weather the insulation drops to a few thou- 
sand ohms per mile — it is generally too unsteady to 
measure at such times — but, except on very long 
lines, it is never so low that the leakage seriously in- 
terferes with conversation. Although much experi- 
menting has been done in the direction of improving 
the insulation, the results of experience seem to show 
that exceedingly high insulation is undesirable on 
telephone lines. The effect of leakage is to allow a 
portion of the current to escape, and therefore to 
diminish the volume. But a slight and well-dis- 
tributed leakage also allows the static charges to 
escape, thus clearing the line and diminishing the 
retardation. The slight loss of volume due to low 
insulation is more than counterbalanced by the gain 
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in clearness, provided only that the leakage is fairly 
well distributed over the whole length of line, as is 
usually the case. A line having an insulation of 
4,000 or 5,000 megohms per mile, for instance, will 
probably not " talk " so well as when its insulation 
is only four or five megohms per mile, or perhaps even 
lower. 

SELF-INDUCTION. 

The self-induction of a circuit made up of copper 
wire not larger than 0.104" diameter is very slight. 
In comparison with the effects of static capacity, the 
effects of self-induction in the line wires themselves 
are practically negligible. The self-induction of ap- 
paratus which always forms a portion of any circuit 
traversed by telephone currents is often considerable, 
and plays a very important part in changing the 
characteristics of the current ; but it cannot be con- 
sidered here. We are now considering the line it- 
self, without apparatus.* 

* The self-induction of aerial wires has not as yet been accurately 
measured ; but the table below gives the results of calculations of the 
inductance of single wires of copper (calculated by Mr. Kennelly 
from formula given by Maxwell). 



Diameter. 


Elevation above 
ground, 400 
cm., 13.1 ft. 


Elevation above 
ground, 700 
cm., 23 ft. 


Elevation above 
ground, 1,000 
cm , 32.8 ft. 


Elevation above 
ground, 1.300 
cm., 42.7 ft. 


Cm. 
O.IO 

0.20 

0.30 


Inch. 

0.039 
0079 
O.I18 


Per 
kilom. 
1.986 
1.848 
1.766 


Per 

mile. 
3.196 
2.974 
2.842 


Per 

kilom. 
2,109 
1.960 
1.878 


Per 
mile. 

3-393 
3-»54 
3 022 


Per 
kilom. 
2.170 
2 031 
I-9SO 


Per 
mile. 

3-493 
3-268 
3-138 


Per 
kilom. 
2.222 

2.083 

2.002 


Per 

mile. 

3-576 
3-3S2 
3 222 



These results are given in myriameties. 
»3 



194 Telephone Lines and Their Properties. 



MUTUAL INDUCTION. 

Electro-magnetic induction — what has been called 
"dynamic "or "kinetic" induction — more properly 
7nutual induction — has no retarding influence in a 
metallic circuit. Although it is very small, its effect 
is distinctly beneficial. In respect of retardation 
there is, therefore, a slight gain in the use of metallic 
circuits, in addition to the freedom from external 
noise. 

In metallic circuits of copper, then, the effect of 
self-induction in producing retardation is very slight, 
and is to some extent counterbalanced by the effect 
of mutual induction in lessening retardation. The 
chief cause of retardation, so far as the line wires 
alone are concerned, is electro-static capacity. 

In the use of metallic circuits of iron there is a 
very considerable retarding effect due to the magnetic 
properties of the metal. Iron wire is in no case a 
suitable material for telephone lines. 

CROSS-TALK. 

Long-distance lines would be, on account of their 
length, particularly liable to disturbance from cross- 
talk, were not some means found of preventing it. 
On circuits one hundred miles or more in length, the 
effect of static induction, even by so slight a poten- 
tial as that of the telephone current, would be very 



Telephone Lines and Their Properties. 195 



considerable ; and when from ten to fifty circuits on 
the same line of poles were working at the same 
time, the sound produced by induction upon any one 
circuit would be so confused and so loud that it 
would be impossible to carry on any conversation at 
all. There are two cases in which cross-talk will not 
be produced on a circuit by the passage of alternating 
or varying currents on a neighboring wire. The first 
case is when the neighboring wire is at an equal dis- 
tance from each of the wires of the circuit in ques- 
tion, and may be represented thus 



1^ 



-^-H- 



— A — 



-^ ± — =_ 



V t 



^=0 



± \ ± ^ 



B 



oA 



± 4 1. =-^r- 

A A is the metallic circuit, and B 
the third wire. B may be anywhere 
on the centre line between the two "■ 
wires. Suppose B to be first charged 
negatively. Then the induced charges 
on A A will be distributed somewhat as shown, the 
positive charge being on the side of the wires A A 
nearest to B, and the negative charge on the opposite 
side. When the charge on B is reserved, the induced 
charges on A A will be reversed also, and a tempo- 
rary current will flow across the wire A. An alter- 
nating or varying current in B, therefore, will produce 
a corresponding alternating current across the wire 
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A, but will produce no effect in the wire A longi- 
tudinally, and no sound will be heard in the tele- 
phones at the ends of the line. 



TRANSPOSITIONS. 

If it were possible to so string the wires in a line 
that the condition of equidistance would be fulfilled, 
there never would be trouble from cross-talk. A short 
consideration, however, will show that this relation 
Qo can be maintained for four wires, or two cir- 
Ao oA cuits only, as A A and B B. It is therefore 

OB 

necessary to resort to the second method to 
prevent cross-talk. This case is represented in the 
diagram. 
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Here B, the disturbing wire, is nearer to one of 
the wires of the circuit A A than it is to the other, 
and normally there would be an induced current 
through the telephones, depending upon the length 
of the circuit. If, however, the wires A A be crossed 
or transposed, as shown, the currents will be dimin- 
ished. In this case the currents may be made as 
small as desired by increasing the number, and so 
decreasing the length of the transpositions ; and in 
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practice the transpositions are made so short that 
the current resulting in the telephones is inappre- 
ciable. 

Suppose B to be charged negatively. The in- 
duced charges upon the wires A A are distributed as 
shown. When the charge on B is reversed, the in- 
duced charges flow away in both directions, produc- 
ing currents as indicated by the arrows. Moreover, 
as the charges flow away in both directions, there 
must be, in each transposition, corresponding neutral 
points, o o' o" o'", etc., at which points there is no 
current. In the case of simple wires with no appara- 
tus, these neutral points would be at the longitudinal 
centre of each transposition ; but the introduction of 
apparatus at the ends of the line causes the neutral 
points of the end transpositions to move nearer the 
apparatus. For the retardation of the apparatus 
tends to prevent the flow of current through it, so 
that the greater part flows in the other direction 
through the wires whose retardation is small. The 
existence of retardation in the apparatus at the end 
of the line, therefore, makes it possible to use longer 
transpositions than could be used with simple wires, 
or with apparatus having no retardation ; and the 
greater the retardation of the apparatus, the longer 
the transpositions may be without producing any 
appreciable cross-talk. 

There is a third method of preventing cross-talk, 
more strictly applicable to cables. This consists in 
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twisting the two wires of the circuit about each 

other. It will be evident, on consideration, that this 

o/\ method combines the features of the 

two methods just described. In por- 
ts 
o- tions of the twisted circuit the rela- 



tions will be as in the first method ; 
oA and in other portions the effect will 

be the same as in the case of transposition.* 

The method of transpositions is the one univer- 
sally used for pole-lines ; and it would seem, from the 
development of it so far, to be a very simple problem. 
As the number of circuits on a line of poles increases, 
however, the difficulty in planning our transposi- 
tions increases also. For instance, if we have two 
circuits it is very easy to so transpose one of them 
that there shall be no cross-talk. If, however, we 
have a third circuit and transpose it as we did the 
second, there will be cross-talk from the second to the 
third, because their relations to each other are the 
same as if there had been no transpositions at all. 
To get over this difficulty we must transpose the 
third circuit twice as often as we did the second. 



A fourth circuit may be transposed at the middle 
points of the last transpositions, and so on. 

* See Appendix B, for Mr. Carty's experiments on this subject. 
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In practice it is not necessary that the transposi- 
tions for each circuit shall be such that the induction 
currents are exactly balanced. It has been found 
possible to use the same transpositions for every other 
cross-arm ; and the wires on the ist, 3d, 5th, 7th, and 
9th cross-arms are therefore transposed in tlie same 
way. 

It is usual to plan out the transpositions for each 
set of cross-arms, transposing every twenty or fort}- 
poles, that is, about every half-mile or mile. It was 
formerly the practice to use double cross-arms for 
making the transpositions, but it is now accomplished 
on a single arm by using double, or " transposition," 
insulators. 




The " transposition " insulator consists of two 
single insulators on the same pin, as shown. The 
lower one has no top, and the pin projects through 
it, the upper insulator being secured on the top of the 
pin in the usual manner. In making the transposi- 
tion the wires are crossed, as shown, or they may be 
terminated at their insulators and the cross-connec- 
tions made by insulated copper wire. This form of 
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insulator is mechanically not the best, as the greatest 
strain is brought on the end of the pin, tending to 
break it off between the insulators. It seems, how- 
ever, that the arrangement must have been found 
to be sufficiently strong, as it is much used. 

LOSS IN VOLUME OF CURRENT IN TRANSMISSION. 

Some experiments made at the Massachusetts In- 
stitute of Technology, on the volume of the telephone 
current, show that on the line from Boston to New 
York (about 250 miles), the current at the receiving 
station is only about one per cent, of that at the 
transmitting station. These results probably do not 
accurately represent the conditions obtaining in 
actual practice, as the resistance (and impedance) of 
the dynamometer and hand-telephone used was not 
only much higher than that of the receiving instru- 
ments at the end of the line, but was added to the 
impedance already in the line, thus materially dimin- 
ishing the strength of the current. Moreover, the 
sources of sound at the ends of the line were neither 
identical nor equal, nor is it likely that the transmit- 
ting apparatus were of equal power. One telephone 
transmitter and induction coil will often differ con- 
siderably in power from another set after being in 
use a short time, even if the transmitters were at 
first adjusted to the same value. Undoubtedly, 
however, the loss in volume of current in a line of 
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this length is very great. This loss is due, as we 
have seen, to the combined effects of resistance, leak- 
age, and retardation. 

VERY LONG LINES. 

Conversation has recently been carried on, with 
success, over a metallic circuit more than one thou- 
sand miles long. This was accomplished, however, by 
experts, and it is not probable that commercial work 
could be done over a line of so great length, consist- 
ing of wire 0.104" in diameter. It is very probable 
that for lines of 1,000 miles or over, a wire will be 
used containing two or three times as much copper 
per mile.* Such a wire would have the advantage, 
in addition to its low impedance, of great mechani- 
cal strength, and would add much to the stability of 
the line. It might be even better practice to use 
a large number of small wires and couple them up 
in multiple for the long-line service. These wires 
would have a lower impedance, for a given amount 
of copper, than the larger wires would have, and a 
slightly greater mechanical strength, provided they 
were given the same tension, so as to pull together. 
The cost of construction would be greater with the 
smaller wires, for a given weight of copper, and they 

• Since the above was written the line from New York to Chicago 
has been opened, and is now in successful commercial operation. 
This line consists of copper wire weighing about four hundred and 
thirty-five pounds per mile. 
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might be liable to more heavy loads from sleet and 
snow than a single wire of their aggregate weight. 

PARTY LINES ON METALLIC CIRCUITS. 

In using grounded circuits, when it was desired to 
place several subscribers on the same wire, it was the 
custom, and still is to a considerable extent, to 
" loop in " the several telephones, that is, to place 
them in series so that any conversation must be 
transmitted through the coils of all the call-bells 
which happened to be in the circuit between the 
subscribers talking. Obviously, in this method, the 
number of instruments through which easy conversa- 
tion could be carried on was very limited, and, more- 
over, the system entailed great annoyance to all 
subscribers so connected. When metallic circuits 
came into use, the same method was at first tried, 
but had to be abandoned almost immediately, as the 
circuit thus became unbalg.nced. The method next 
tried was that of carrying both wires to each sub- 
scriber and bridging the instruments across the cir- 
cuit, as indicated in the diagram. 

Bell 
Transmitter » Receiver 

In this method the bells were wound to a resist- 
ance of five hundred ahms each, and placed in series 
with the transmitting and receiving apparatus. It 
was found that the talking was cut down materially 
by a partial short circuiting through the other in- 
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Struments, and not more than three or four sub- 
scribers could be successfully placed on one circuit. 
Moreover, although it was not necessary to do so/ it 
was the practice to carry both wires of the circuit 
out and back to a subscriber off the main line, mak- 
incr four wires for each subscriber. 



CARTY S "BRIDGING-BELL SYSTEM. 

A third method has, however, been devised by 
Mr. J. J. Carty, of the Metropolitan Telephone 
Company of New York, which overcomes the objec- 
tions to the first two methods described. It is really 
a development of the second method, and gives very 
satisfactory results. In this third method the call- 
bells are wound to a resistance of one thousand ohms 
each, and are placed in multiple with the transmit- 
ting apparatus, which is, of course, automatically cut 
out of circuit when not in use. The wiring is all in 
multiple, as in wiring for incandescent lighting. 



m 



n 



In this sys- 
tem the im- 
pedance o f 
the one thou- 
s a n d- oh m 
bell is so high 
that it acts as an effectual bar to the passage of the 
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telephone current, and conversation between any 
two subscribers is practically unaffected by the pres- 
et ce of the bells bridged across the circuit. There 
appears to be no limit within the range of practice 
to the number of subscribers who can be connected 
into one circuit in this way. In several cases in 
New York City, more than twenty have been placed 
upon one circuit without detriment to the service. 
The construction work is simple, less wire is used 
than in any of the other methods, and additional 
" extension " bells — that is, bells at a distance from 
the telephone — may be put in with perfect freedom. 
In cable work it is possible, by this method, to use 
one circuit for any number of subscribers, which 
could not be done by the old methods. 

Another development in this system consists in 
furnishing the subscribers on such circuits with mag- 
neto-generators wound for low potential, and making 
the central ofifice " drop " of low resistance. Sub- 
scribers will therefore be unable to ring each other, 
as their bells are of such high resistance, and all con- 
nections and calls will have to be made by the oper- 
ator. This will obviate many of the annoyances and 
delays due to the attempts of subscribers, under the 
old systems, to ring each other without calling the 
central ofifice operator. 

There is one distinctly beneficial effect from this 
method of bridging. The numerous cross-connec- 
tions through the bells tend to free the line from 
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static charges and thus diminish its retardation. As 
the system can be applied to grounded circuits with 
perfect success, this effect is of considerable impor- 
tance, as the cross-connections also allow the disturb- 

BniDGIHO BcLL SYSTEM APPLIED TO CROUNDCD CIRCUITS. 



& 



ances from 
earth currents 
and other ex- 
ternal sources ^ ^ 
to escape. A grounded circuit with several bridging- 
bell connections — a "party line" — may, therefore, 
furnish better service than it would without these 
connections. 

As an instance I may cite the case of a subscriber 
who used two lines about fifty miles long, connecting 
his mill and his of^ce. One of these wires was a 
party line, having some eight or nine instruments 
looped in, in series. The other wire ran direct be- 
tween the two terminal points without additional in- 
struments. Both wires were grounded. It soon be- 
came impossible to use the party line at all, except 
under exceptionally favorable conditions, while the 
direct wire worked fairly well. When the connec- 
tions on the party line had been changed according to 
the "bridging-bell '' method, with one thousand-ohm 
bells, this line gave better service than the direct wire. 



CHAPTER XIV. 

CABLES. 

Under this head we shall consider only cables 
containing metallic circuits of copper. For iron, ow- 
ing to its manifest unfitness, has never been used in 
cables, and the cable made up of single wire circuits 
has now become a thing of the past. 

Cables may be divided into two general classes: 
Those in which the insulating material is of the nat- 
ure of rubber or some of its compounds, and those 
in which it is some fibrous material. Although rub- 
ber compounds have some advantages over fibre, and 
although cables with an insulation of rubber are 
used extensively for electric light work, the high 
specific inductive capacity alone of this material 
would be a sufficient objection to its use for tele- 
phone cables. Fibre not only has a specific induc- 
tive capacity much lower than rubber, but it is also 
cheaper. As fibre of any kind absorbs water very 
easily by capillary action, it is necessary to make the 
fibre cables water-proof by providing a sheath ; and 
for this purpose an alloy of lead and tin has been 
found most suitable. It was for a long time the 
universal practice, in making fibre cables, to saturate 
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the fibre with some insulating material which is im- 
pervious to moisture. Cotton has been most gener- 
ally used for the insulation, and the process of 
making the cable is, roughly, as follows : 

MANUFACTURE. 

The wire, of copper, 0.035" 'i diameter, is first 
wound with a double insulation of cotton, to a di- 
ameter of one-eighth of an inch. Two of these wires 
are then twisted together, the length of twist being 
about three inches, and are bound together by a 
strand of cotton. The desired number of these 
twisted pairs are then cabled together, and the 
bunch tightly bound by a winding of cotton. The 
core, which has been at various stages of manu- 
facture saturated with the insulating substance, is 
then placed in the sheath, and more of the insulat- 
ing substance forced in. In cabling, the circuits are 
placed in consecutive layers about a central core, and 
the layers are given a slight spiral twist in alter- 
nately opposite directions. The insulating material 
used to saturate the cotton, and the method of ap- 
plying it, differ with the different manufacturers. It 
was at one time the practice of some makers to form 
the sheath separately and draw the core in. That is 
not done now, but the sheath is formed directly upon 
the core. 

In the cables known as the " Faraday," the cotton 
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insulation is subjected to a process which extracts 
the sap, and its place is filled with paraffine. In the 
"Standard" cables, one of the petroleum products is 
used to saturate the fibre, and in other cables resin- 
oil, and like substances are used. In the Western 
Electric Company's cables the core was formerly 
drawn into the lead sheath, and paraffine and carbonic 
acid gas (COj) forced in under considerable pressure. 
In a cable since made by that company, known as a 
" dry" cable, the cotton is unsaturated for most of its 
length. In making a length of "dry" cable, after the 
cable core has been drawn into the sheath, carbonic 
acid gas (CO^) is first forced in under a pressure of 
about 75 lbs. to the square inch, displacing the 
air. Paraffine is then forced in for a distance of 
about 25 feet at each end, under a pressure of nearly 
100 lbs. to the square inch. This prevents the en- 
trance of moisture at the ends in drawing in, splicing, 
and making connections. 

More recently there have come into use cables in 
which the insulating material is paper. The paper is 
put on the wire in the form of strips, which may be 
either wound about spirally or laid lengthwise. In 
the paper cables made by John A. Roebling & Sons 
Company, two paper strips are laid on lengthwise, as 
loosely as possible, being held in place by thread 
wound about them. This gives a large air-space. The 
wires are twisted and cabled in the usual manner, 
and dried with great care. The lead covering is then 
14 



2IO Telephone Lines and Their Properties. 

immediately formed about, the cable core by a hy- 
draulic press exerting a pressure of 600 tons. It is 
found that any small quantity of moisture in such a 
cable is absorbed and distributed by the dry parts, 
and provided the sheath does not continually admit 
moisture, the insulation rises again. Paper cables 
are made by other manufacturers in a very similar 
way. It is claimed by some that pressing the lead 
on cold gives better results. 

All cables used in this country for telephone work 
are made in substantially the same manner as those 
just described. Their characteristics are the same, 
and their properties are similar, differing only in 
degree. 

DIMENSIONS OF UNDERGROUND LINES. 

Evidently, a metallic circuit of copper in a cable 
will have the same properties as a metallic circuit in 
air; but as the proportions of an underground metal- 
lic circuit are different from those of an aerial circuit, 
the inter-relations of the properties will be changed. 

Underground circuits must of necessity be used 
chiefly, if not entirely, in cities. Pole lines can be 
used in 'cross-country stretches and in the suburbs of 
large cities ; but in the cities themselves overhead 
wires of all kinds have become so numerous as to be 
a nuisance, and telephone and telegraph, as well as 
electric-light wires are being placed underground as 
rapidly as possible. Here a new problem confronts 
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us. The available space beneath city streets is very 
much restricted, and the streets are already in many 
cases pretty nearly filled up with gas-, water-, and 
steam-pipes, and below them with sewers. It is im- 
perative, therefore, that underground cables should 
be designed to occupy the least room, and yet pos- 
sess the greatest efficiency, possible. The fulfilment 
of these conditions has been a matter of considerable 
difficulty, and one requiring an extended experience. 
The specifications of the American Bell Telephone 
Company embody the best results of the experience 
of the telephone companies in this country, and 
practically all the underground cables for telephone 
use are now made in accordance with them. They 
formerly called for a conductor of the best Lake Su- 
perior copper, 0.040" diameter and having a conduc- 
tivity of nin,ety-eight per cent, of that of pure copper. 
This wire must be insulated to a diameter of \ inch, 
two such wires twisted together, and the length of 
twist must be between 2^ and 3^ inches. In cabling, 
the adjacent layers must be given a slight spiral twist 
in opposite directions, and the cable laid up with- 
out compression. The electro-static capacity of a 
wire must be not more than 0.18 microfarad per mile, 
each wire being measured against all the others put 
to earth. The resistance of this wire is about 36 
legal ohms per mile. 

Many cables, made in accordance with these speci- 
fications, have been put down ; but the advances in 
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cable manufacture have been so great that the speci- 
fications now call for an electro-static capacity of .085 
microfarad per mile, with a wire of about 0.035" 
diameter. This decrease in the electro-static capac- 
ity is due chiefly to the use of paper, and some cables 
have been made with a capacity as low as .075 micro- 
farad per mile. 

PROPERTIES OF CABLES IMPEDANCE. 

The impedance of copper wire 0.040" in diameter 
for telephone currents is of course somewhat greater 
than its resistance, but the difference is so small that 
its effect is inappreciable. Moreover, in cables, the 
injurious effect of the resistance upon the current is 
very slight in comparison with the effects of the 
other properties of the circuit ; and although there 
is in this case the same action that is always caused 
by resistance, it needs no particular treatment. 

ELECTROSTATIC CAPACITY. 

When we consider the capacity of a circuit having 
the dimensions which have been given, it is evident 
that we can no longer assume the formula for a con- 
denser with flat plates to apply. The radius of the 
wire is no longer negligibly small in comparison with 
the distance between the wires. The capacity of 
a condenser consisting of two parallel cylindrical 
conductors, each of radius r, and with a distance d 
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between their centres, is the same as if the whole 
charge of electricity on each were concentrated on 
a line in the plane joining their centres, these lines 
being at a distance apart = 's/ d' — 4r\ 

The electro-static capacity of such a pair of wires 
will then be, if air is the dielectric, 

rl 
Vd'-^r'' 
in which / is the length of the circuit. For we may 
treat the wires as a pair of plates at a distance 
apart = V d" — 4^". Now the capacity of a pair of 
plates is expressed by the formula 

47r« 

where S is the surface and a the distance between 
the plates. Substituting for 5 and a the values in 
the particular case we are considering, for unit 
length, 

47rr 



C = 



^irVd'-^r' 



rl 
For length /, this becomes — , which, for 

Vd'' — 47-' 

convenience of calculation, may be written 

V{d - 2r) [d + 2r) 
In using this expression for the capacity of a pair of 
wires, we are assuming that the total surface of the 
wires acts as the opposing surfaces of the condenser 
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plates. This is not strictly true, but the error in- 
volved in the assumption is inconsiderable, for our 
purposes, and we may in this way compare the capac- 
ities of different circuits with entire accuracy. 

The derivation of the expression for the virtual 
distance between the wires is given below. 

If C and C are two _^ E 

wires, a charge of E on /^ \ /' \ 

C, and - E on C, the'"H&W \tk'J" 

condenser thus formed q' q 

has a capacity the same as if the same quantities of 
electricity, E and — E, were concentrated on lines 
having projections at A' and B', respectively. The 
virtual distance between the plates is A' B' = 
y/d'' — 4r'', where a' = A B. 

The points A' and B' are determined by the 

method of inversion of electrical images,* as follows : 

^dy" — K Let E be a charge 

— =r^rrrrrrtrrrr7(.\. jj...!... concentrated at A. In- 

^ / vert the system with 

respect to a point B', making A B' = tnr. Then 

AA'=^. 
in 

This is equivalent to a combination of charge E 

at A' and a charge — E at B', which is the image 

of A' with respect to the circle. The circle is an 

equipotential surface with respect to A'. 

[_ * See Maxwell's Electricity and Magnetism, § 189, Vol. I. 
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AB' = d — AA' = mr. 

AA' : 



■AA' 



m d ~ AA' 
dAA' - (AA'f = r'K {AA'f - dAA' - - t^. 



AA' 



A'B' = d—2. 
.-. A'B' =^±2^'- 



" + -■ 
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A'B' 



Vd'- 
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The meaning of this may perhaps be more clearly 
seen if the problem is attacked in another way. 
Suppose we have two lines, A' and B', having upon 
them equal and opposite quan- 
tities of electricity, E and — 
E. Draw the system of equi- 
potential surfaces. Then we 
may distribute the charge E 
upon any one of the surfaces 
around A' without in any way changing the action 
at B' ; and we may distribute the charge — E upon 
any one of the surfaces around B' without in any 
way changing the action at A'. If, therefore, we 
start with two equal and opposite charges on equipo- 
tential surfaces around A' and B', respectively, the 
effect is the same as though those charges were con- 
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centrated on the lines A' and B,' for which the sur- 
faces are equipotential. Now, the surfaces of the 
two wires of a metallic circuit are two such equipo- 
tential surfaces ; and the effect of equal and opposite 
charges of electricity upon these wires is the same 
as though the charges were concentrated along the 
lines A' and B'. We could find by this method the 
capacity of any pair of wires, whether equal or un- 
equal, and bearing any relation to each other; but 
as, in cable work, the two sides of the metallic cir- 
cuit are similar, it is unnecessary to investigate any 
other cases. 

In cables made up of 
twisted pairs, the dimen- 
sions are as shown in the 
sketch, where d = 0. 125" 
and r = 0.020". Tlie 
points A' and B' will, 

therefore, be situated at a distance apart = 
V (0.125")'— 4(0.02/ =0.119", which is the virtual 
distance between the plates of the condenser. Evi- 
dently the thinner the insulation the greater will be 
the relative diminution in virtual distance, provided 
r remains the same. 

In what has preceded we have considered those 
cases only in which the dielectric separating the 
wires is air, but in underground cables this is never 
the case. The capacity of the condenser formed by 
a metallic circuit in a cable will be K times the capac- 
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ity of an exactly similar circuit with air between the 
wires, as determined by the formula given above, 
where i^is the specific inductive capacity of the in- 
sulating material used in the particular case under 
consideration. Moreover, it has been found by ex- 
periment that the specific inductive capacity for 
alternating currents of the character and period used 
in telephony is usually different from that deter- 
mined by means of single static charges, as are those 
given in most text-books. 

Comparatively recent experiments on this subject 
have given the following results for the dielectrics 
named, the specific inductive capacity of air being 
taken as i. In parallel columns are the values given 
by Dr. Jenkin for the same substances : 

Values of K. Telephonic. 

(Jenkin ) (Jacques.) 

Air i.o i.o 

Resin 1.77 

Pitch 1.80 

Beeswax i .86 

Glass 1 .90 4.6 

Sulphur 1 .93 

Shellac 1.95 

India rubber 2.8 3.7 

Vulcanized rubber 3.1 

W. Smith's gutta-percha 3.59 3.9 

Gutta-percha 4.2 4.2 

Mica 5.0 

Paraffine 1.98 2.0 

Petroleum 1.6 

Cotton saturated with paraffine, in vacuo 2.0 

" boiled in paraffine 2.6 

Water 6.3 
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Evidently, in using cables we are at a great disad- 
vantage in regard to capacity as compared with pole 
lines, for two reasons : The wires must, of necessity, 
be very much nearer together than in the case of 
overhead lines, and the dielectric separating them 
must, in addition, have a specific inductive capacity 
considerably higher than that of air. We have seen 
that the effect of capacity is in any case very injuri- 
ous to transmission ; and in cables, where the capac- 
ity is comparatively very high, it is necessary to take 
every means of keeping the capacity low. This can 
be done in several ways : 

1st. By separating the wires widely. 

2d. By reducing the surface. 

3d. By using a dielectric with a low specific in- 
ductive capacity. 

4th. By making the insulation low, so that the 
charges can unite and have no effect in retarding suc- 
ceeding impulses. 

All these methods can be used to some extent, but 
a wide separation of the wires necessitates large 
cables, and, therefore, large conduits. The surface 
has already been reduced somewhat by reducing the 
diameter of the wire from 0.040" to 0.035". As the 
virtual distance between wires is practically un- 
changed, this means a reduction of capacity in pro- 
portion to the surface. The first method named can- 
not be used for cables of this class. 

The third method named furnishes one of the 
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most obvious means of improving the transmission 
through cables, and much attention has been de- 
voted to it. Various processes have been invented 
for treating the fibre insulation, or the material with 
which it is saturated, so as to reduce the capacity. 
The best results would be attained, however, by the 
use of air or other gas as a dielectric. Obviously, 
air alone cannot be used, for the wires must have a 
nearly continuous support to keep them at a con- 
stant distance from each other, but air can be used in 
part by making the insulation to consist of dry cot- 
ton or other fibre, which is more or less loose in 
texture, although sufficiently firm to keep the wires 
in place. It is essential, however, that a cable so 
made shall be very thoroughly sealed, for the slight- 
est moisture would be readily and quickly absorbed 
by the dry fibre. The so-called " dry" cable and 
the paper cables, already described, are intended to 
fulfil these requirements, the gas under pressure in 
the main portion of the cable keeping out any moist- 
ure that might tend to be absorbed through minute 
crevices, and the parafifine under pressure at the ends 
serving to keep in the gas and maintain its pressure, 
as well as to keep out the moisture. " Dry " cables 
are also made by other methods, but if successful, the 
result is accomplished in the same way. 

The fourth method mentioned, that of keeping the 
insulation low, has been employed with success in 
cable making. As has been pointed out, a moderate 
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leak, well distributed over a line, is an advantage, as 
it allows the small static charges to unite, thus 
clearing the line and reducing retardation. It is 
necessary, however, that the lowering of the insula- 
tion shall not be due to the presence of moisture ; 
for in that case the insulation resistance would soon 
begin to fall rapidly, and this would continue until 
the cable became useless. The presence of moisture 
in a cable, causing low insulation, can be detected by 
the rise in capacity; for moisture, if present in small 
quantities, increases the capacity. This is ascribed 
by some to an increase in the specific inductive ca- 
pacity of water, for rapidly varying currents, over its 
capacity in the case of a single charge ; but it seems 
more probable that the effect is really due to the fact 
that the presence of many small globules of water 
virtually reduces the distance between the wires.* 
Suppose, in the figure, A and B are the plates of a 
condenser. The distance AB, in Fig. i, is in Fig. 2 



1 1 



O O O O O I 

B 
Fig. I. Fig. a. 



reduced by the sum of the diameters of the globules 
of conducting or partially conducting liquid between 

* For a mathematical treatment of this point, see The Newtonian 
Potential Function, B. O. Peirce, pp. 125 to 127. 
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the plates. It is possible that both these causes are 
operative.* 

INSULATION. 

The question of insulation is of importance chiefly 
because of its relation to retardation. Very high in- 
sulation is distinctly a disadvantage so far as clear- 
ness in transmission is concerned ; and with a low 
insulation the loss from leakage is usually more than 
counterbalanced by the gain in clearness, unless the 
leak amounts almost to a short circuit. This rarely 
happens unless the cable has been injured mechan- 
ically. 

SELF-INDUCTION AND RETARDATION. 

The effect of self-induction alone, in each con- 
ductor of the dimensions usually employed in under- 
ground telephone cables, is very slight. The retarda- 
tion, however, including the effects of both self-in- 
duction and capacity, is considerable. The effect of 
electro-static capacity upon the telephone current 
has been shown, for the general case, and the usual 
relations in the case of overhead lines have been dis- 

* The increase in specific inductive capacity for rapidly varying 
currents may be only apparent. In a substance of very low conduc- 
tivity, the more rapid the alternations of charge, the more nearly 
vifould the conditions approach those of a dielectric. With very rapid 
alternations, the impedance would be enormously high, the charges 
virould be able to neutralize each other but slightly, and the effect 
vfould be an apparent increase in the specific inductive capacity. 
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cussed. We see also, from the formula and develop- 
ment, that in the case of cables the electro-static ca- 
pacity is very much greater than in overhead lines ; 
so much so that in a complete trunk line from one 
exchange to another, including a few miles of cable 
at each end, and many miles of pole line between, 
the retardation in the relatively short length of cable 
is much greater than in the long stretch of overhead 
line. As has been pointed out in discussing metal- 
lic circuits, any changing about of circuits — easily ac- 
complished in the pole line — while it may materially 
reduce the retardation due to the pole line alone, 
has but slight effect on the retardation of the whole 
circuit, as that due to the cable is so large a portion 
of the whole. 

The relative dimensions of cable circuits and over- 
head lines should therefore be determined, so as to 
reduce the cable retardation as much as possible, 
even if the resistance is thereby increased somewhat. 
For while the capacity of the cable is a large propor- 
tion of that of the whole line, its resistance consti- 
tutes but a small portion of the whole. 

CROSS-TALK. TWISTED PAIRS. 

Owing to the proximity of the wires in cables, 
there would be a great deal of cross-talk, were not 
some means taken to prevent it. The most effect- 
ual means yet tried for preventing cross-talk is 
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the twisting of the two wires of the circuit about 
each other. When this is done, the action, in a 
twisted pair, due to a disturbing current in any third 
conductor, is twofold,* being a combination of the 
actions which take place in the case of transpositions, 
and of those occurring when the disturbing wire is 
equidistant from the two wires of the circuit. 




If a and b constitute a circuit, and c is a disturbing 
wire, tliere will be, at each change in c, a slight trans- 
verse flow of current in a and b, and a flow of cur- 
rent from one twist to the next, as well. These 
two actions are shown in the figure separately, in 
two parts of the circuit. 

Although the twisting of the two wires of a circuit 
about each other is practically a remedy for cross- 
talk, it is possible for cross-talk to occur between two 
circuits, even in a cable made up of twisted pairs. 
This can happen only when the two circuits have ex- 
actly the same length of twist, and when they are so 
laid in the cable that these twists lie just side by 
side. It would be perfectly possible, if desirable, to 
arrange that in any one cable no two of the circuits 
should have the same length of twist j or, the circuits 

* See Appendix B. 
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could be slightly displaced in the direction of their 
length. 

In any form of twisted circuits there is a slight 
increase of both capacity and resistance over those 
existing in the case of straight lines, owing to the 
greater length of conductor used in making the twist. 
In the ordinary form of twisted pairs the increase 
from this cause is only about one per cent. ; but 
when the circuits are cabled tightly, so as to lie as 
close as possible, there is an increase of capacity, due 
to the compression of the insulation at and near the 
points where the wires cross each other. By this 
compression the distance between the two wires of 
a circuit is diminished, and the capacity, therefore, 
correspondingly increased. To remedy this fault it 
was determined to cable the pairs loosely, without 
attempting to force them to lie close. By this prac- 
tice, although the increase in capacity is avoided to a 
large extent, the size of the cable for a given number 
of circuits is correspondingly increased, and it is not 
possible to put so great a number of circuits in a 
duct of given size. 

CONCENTRIC CABLES. 

" Concentric '' cables have been used to some ex- 
tent in Europe for telephone service. A concentric 
cable consists of a wire surrounded by a cylindrical 
mass of insulating material, in the usual manner, the 
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insulation being in turn surrounded by a thin tubular 
conductor. Around this second conductor is a thin 
covering of insulation. The central wire forms one 
side of a metallic circuit, and the tubular conductor 
the other side. So far as its relations with outside 
currents are concerned, the concentric cable gives the 
most perfect protection from disturbance, and is the 
ideal form. It is objectionable, however, for tele- 
phonic work, as it has a very high electro-static capac- 
ity, and consequently great retardation. 

The capacity of a concentric cable is given by the 
following formula : 

/ 



, a' 

2 log - 

a 



where a and a' are the radii of inside and outside 
conductors, respectively. 

It will be found, therefore, in comparing a concen- 
tric circuit with a twisted circuit — the inside conduct- 
or of the concentric circuit being of the same diameter 
as each of the conductors in the twisted circuit, and 
the thickness of insulation between wires being the 
same — that the concentric circuit has a far greater 
capacity, although a somewhat less resistance. The 
comparatively great capacity of the concentric cir- 
cuit is so serious an objection as to prohibit its use, 
notwithstanding its advantages in some other re- 
spects. 

IS 
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EFFECT OF CAPACITY IN RECEIVING AND IN TRANSMITTING. 

In the use of long lines made up of both aerial 
lines and cable, it has been noticed that the effect of 
the cable upon the current is more injurious when 
the cable is at the receiving end of the line than 
when it is at the transmitting end. There have not, 
to my knowledge, been any measurements made upon 
this phenomenon, and its existence has been doubted. 
It seems probable, however, that it does exist, as it 
has been observed independently in many separate 
instances. No really satisfactory explanation has 
ever been offered ; but the most plausible is, that at 
the transmitting end of the line the electro-motive 
force is higher, and consequently the retardation of 
the cable is overcome with less degradation of the 
current than when the electro-motive force is low, as 
at the receiving end of the line. 

SPIRALLED PAIRS. 

We have seen, in the consideration of metallic 
circuits, that the capacity of a circuit is not affected 
by the proximity of external conductors, provided 
such external conductors are equidistant from the two 
wires of the metallic circuit, and provided also that 
the relations are such as not to virtually diminish 
the distance between the wires of the circuit. In 
cables made up of twisted pairs, each circuit is made 
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up of two wires independently insulated, and then 
twisted about each other. 

I I The cross - section is of 

^"\ /"^ i\ this form. Obviously, from 
Y a' \ the considerations advanced 
A ] / above, the insulation out- 

^ ^^^_^ side of the vertical lines a a, 
■a \a is useless for the purpose of 

increasing the distance between the conductors of the 
circuit and outside conductors. No great distance is 
here required, as it is only necessary to provide that 
outside conductors shall be, on the average, at equal 
distances from the two conductors of the circuit. 
This is accomplished by the twist. If, therefore, the 
circuits can be so laid up as to avoid the use of any 
but a thin insulation on the outside of the wires, 
while at the same time preserving the original distance 
between them, it will be possible to put into a cable 
of given external diameter, a greater number of cir- 
cuits so made, than of twisted pairs ; while the effi- 
ciency will be the same in each case. Or, for a given 
number of circuits in a cable it will be possible to in- 
crease the efficiency of each circuit, if laid up accord- 
ing to this new method, over that of twisted pairs. 
This is accomplished in the following manner: * 
A core of insulating material is first chosen, of 
diameter equal to the distance which it is desired to 
maintain between the wires of a pair, and about this 

* Devised by the author. 
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core are spiralled a number of strands of suitable 
insulating material, the two wires of the circuit beinLj 
wound in place of two diametrically opposite strands. 
The whole is then wound with a layer of cotton, 
jute, or other suitable material, sufficient for proper 
insulation and for mechanical protection. 

By an extension of the same idea we may wind 
four wires on the core instead of two, the wires a a 
constituting a pair, and being equidis- ^ 

tant from the wires b b, which make up ^-*^ 
the other pair. Evidently this will bJ fb 

not increase the diameter in the least, \^_>' 
and will enable twice as many circuits d 

to be placed within a sheath of given diameter as 
can be placed there when but two wires are wound 
on a core. Each circuit will, nevertheless, in the 
method of " spiralled fours," have the same proper- 
ties as a spiralled pair of the same dimensions. 

Although, in a twisted circuit, the two wires are, 
on the average, at equal distances from all surround- 
ing or external conductors, they are not so equidis- 
tant at all points of their length. It may be that 
the distance between different pairs cannot be abso- 
lutely neglected in its effect upon transmission, even 
when no diminution of the virtual distance between 
the wires of the pair is thereby produced ; and it may 
be, therefore, that the retardation in any twisted cir- 
cuit, which is at some points very near to other con- 
ductors, is somewhat greater than it would be were 
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the second circuit removed. Tills effect, however, 
must depend, in amount, upon the length of twist ; 
and for the length of twist employed in cables it 
cannot be great. 

In making cables of " spiralled fours '' it will be 
necessary to lay up the circuits with considerable 
care. If the four wires are so wound about the core 
that one pair is not on the average midway between 
the other, as in the figure, cross-talk is sure to result. 
ft The only way to prevent this trouble 

O is to use care in laying up the circuits, 
so that a a shall be just half-way be- 
-* tween b and b. 



FUTURE IMPROVEMENTS. 

Up to the present time all experiments and im- 
provements on cables have been made with a view to 
finding some dielectric of very low specific inductive 
capacity, or some means by which the linear distance 
between wires could be increased. The careful and 
complete experiments carried on by Dr. Hertz on 
the propagation of electrical impulses, in which the 
waves were successfully reflected and refracted, sug- 
gest the possibility of the use of these agents to ac- 
complish useful purposes. With respect to disturb- 
ances from other wires, the following suggestion has 
been made : * 

* By Mr. J. J. Carty. 
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" I think it must follow from these experiments 
that our disturbing wire is throwing off, laterally, 
waves of great length, and that these waves imping- 
ing upon the adjacent wire produce the inductive 
effects obsei-ved. 

" Now, if by some means these waves could be de- 
flected from their course and prevented from falling 
on the second wire, it follows that there would be no 
disturbance whatever produced therein. We know 
that if these waves were of the same length as light 
waves, the action could be prevented by the interpo- 
sition of a properly shaped lens of glass, or by a 
mirror ; or if they were of the length used in Hertz's 
experiments, a lens of pitch or a metallic mirror 
would have the same result. Now, although the 
telephone waves are of great length, it seems possible 
that by interposing a properly shaped dielectric or 
combination of dielectrics, that an interference or 
refraction might be produced which would have the 
desired result." 

The improvements in cable -making have been 
great and rapid, but they have been in one direction 
only. It is not improbable that, by striking out on 
new lines, in the light of our present knowledge in 
regard to the propagation of electro-magnetic dis- 
turbances, even greater advances may be made. 



APPENDIX A. 

OSCILLATIONS* 

If a state of strain is established in any body, when 
the stress producing that strain is removed the body 
returns to a state of equilibrium. But in returning to 
equilibrium, if the body has mass, its property of in- 
ertia causes the point of equilibrium to be passed, and 
a strain is thereby set up in the opposite direction. 
In this way oscillations are caused which would con- 
tinue indefinitely, were it not for the fact that the 
medium in which they take place possesses the prop- 
erty of viscosity. That is, it offers a resistance to the 
motion, in virtue of friction or some analogous 
property. A most familiar example is that of the 
pendulum, whose oscillations gradually die away, 
owing to the viscosity of the air. In this case the 
strain is set up, probably, in the ether, and tends 
always to a minimum, which exists when the distance 
separating the pendulum from the earth is a mini- 
mum. If the viscosity of the medium through which 
the motion takes place is sufificiently great, there 

* For the material in this Appendix I am indebted to the works of 
Dr. Lodge and Dr. Fleming. 



2 32 Appendix. 

will be no oscillation, but the point of equilibrium 
will be slowly reached and not passed. 

When a condenser is discharged through a con- 
ductor the energy runs down in the form of an elec- 
tric current. This may or may not be oscillatory in 
character, according to the conditions of the dis- 
charge circuit. The most exact analogy * to this 
action is that of a loaded spring, bent aside in a 
resisting medium and let go. Gravity is therefore 
not concerned in the motion. The elasticity of 
the spring then corresponds to the capacity of the 
condenser, its displacement to the electric charge. 
The load, or inertia, corresponds to the self-induc- 
tion of the circuit, and the viscosity of the fluid to 
its resistance. It can readily be seen, then, that, ac- 
cording to the relations between the inertia of the 
spring and the viscosity of the fluid, the motion will 
be oscillatory or not. 

A knowledge of the character of oscillatory impul- 
sive discharges leads naturally to a consideration of 
protectors against lightning. Extended experiments 
by Dr. Oliver Lodge show us very clearly the condi- 
tions often existing in lightning discharges.! The 
principle on which "lightning arresters," so called, 
are usually designed, is generally pretty well under- 
stood, and is, briefly, that an impulsive discharge of 

* Pointed out by Dr. Lodge. 

\ For a full account of these experiments see London " Electrician," 
Vol. XXL, pp. 234, 273, 302. 
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high potential will rather jump a small space of di- 
electric than traverse a circuit having self-induction. 
To this end the ground wire from the plate arrester 
must be such as to carry off the energy from the di- 
electric as rapidly as possible, and dissipate it as heat 
where it will do no harm. From our knowledge of 
the method of origin of electric currents, we can see 
that surface of conductor is more important than 
cross-section. Therefore a tape or ribbon conductor, 
one made up of many small wires separated from each 
other, is better than a solid rod. It appears, also, 
that iron has advantages over copper for this pur- 
pose. It would naturally be supposed that iron 
would be inferior to copper, on account of its mag- 
netic permeability ; but, as such discharges as we are 
considering are very rapid indeed, they penetrate but 
a very small distance into the conductor. Moreover, 
as the rate of change of the discharge current is 
very great, there are eddy currents produced in the 
surface layers which are in phase nearly opposite to 
the discharge current, and hence shield the inner 
layers from magnetization. The inductance of the 
iron is therefore not increased by its magnetic per- 
meability beyond what it would be if the metal pos- 
sessed no such property. The high resistance and 
high fusing-point of iron are advantages, as they 
enable an iron conductor to dissipate safely a greater 
amount of energy than a copper conductor of the 
same dimensions. 
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Any conductor possessing sensible inductance 
tends to produce side flashes to any other conductor 
which is connected to earth. This is on the same 
principle as the operation of tlie common lightning 
arrester. 

There are two notable ways in which lightning 
discharges take place. The first is when the strain 
between the cloud and earth is gradually increased 
until the elastic limit is reached and the cloud 
sparks directly to earth. In such cases points are of 
advantage in preventing discharge by relieving the 
strain, a slight but fairly continuous discharge taking 
place from the cloud to the point, sometimes visible 
as a brush at the point. In the second case, the 
strain exists between two clouds, or between a cloud 
and some distant point. When this strain is broken 
down, the balance is destroyed at other points, the 
difference of potential instantly becomes enormous, 
straining the dielectric beyond its limit, and second- 
ary discharges take place, which may be more severe 
than the primary discharge. In such a case the 
point affords no protection, and conductors of any 
shape are struck indiscriminately. The longer sec- 
ondary discharge indicates that oscillations are set 
up. The hydraulic rain is a somewhat imperfect 
analogy to this case. Here the water is discharging 
through an orifice, the valve leading to which is sud- 
denly closed. This creates a rebounding wave of 
pressure which, joining with the incoming wave, will 
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force the liquid to a height greater than that from 
which it originally fell. 

The impedance offered by a conductor to sudden 
discharge is even higher than its impedance for 
slowly periodic currents. For enormously rapid os- 
cillations, the impedance to impulsive discharges is 
proportioned to the frequency, and depends on the 
form and size of the circuit, but not at all on its 
specific resistance, magnetic permeability, or diam- 
eter. Dr. Lodge found the impedances of a No. 2 
wire and a No. 40 wire, two and a half metres long, 
bent into a circle, to be as follows : 

No. 2. No. 40. 

Ohms. Ohms. 

12,000,000 oscillations per second 180 300 

3,000,000 " " 43 78 

250,000 " " 4 6 

o (steady current) 0.004 2.6 

Hence we may conclude that for frequencies as 
high as those of lightning discharges, there is but 
little difference in the impedance of all reasonably 
conducting circuits. The impedance is entirely un- 
affected by conductivity and permeability, and 
scarcely at all affected by considerable changes in 
diameter. 
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INDUCTIVE DISTURBANCES IN TELEPHONE 
CIRCUITS.* 

BY J. J. CARTY. 

It was not known until 1838 that the earth might 
be used instead of a return wire in the circuit of a 
telegraph line. This fact was discovered by Stcin- 
heil, while making experiments to determine whether 
the track of a railroad could be used to complete the 
circuit instead of a return wire. Steinheil's discov- 
ery has been considered as one of the most impor- 
tant in the art of telegraphy, and since his time it has 
been the almost universal practice to use the earth 
as a return in telegraph circuits. When, however, 
the earth return is used with the telephone, it is found 
that, owing to the extreme sensitiveness of that in- 
strument, many foreign currents, which would pro- 
duce but little effect on telegraph instruments, be- 
come a source of serious trouble. For this reason, in 
telephony it is often necessary to use a complete 
metallic circuit. Thus it has come to pass that a re- 

* A paper read at the Fifty-fifth Meeting of the American Institute 
of Electrical Engineers, New York, March 17, 1891. Reprinted by 
permission. 
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turn to the original practice of employing metallic 
circuits, as in the case of the crudest telegraph in- 
struments, is now regarded as a most important im- 
provement in connection with that most highly- 
developed of telegraph instruments, the telephone. 

To obtain complete freedom from inductive dis- 
turbances in the telephone, it is necessary not only 
to use a metallic circuit, but to place the two wires 
composing the circuit in a special relation to the 
source of disturbance. One of the methods of so 
arranging the wires is shown in Fig. i. 

In this case the two sides of the circuit "C and L° 
are twisted spirally about each other, so that their 
average distance from the disturbing wire L' sliall 
be the same. With such a plan, the telephones a 
and b are not aflected by induction from the wire 
l'. This fact has usually been explained by assum- 
ing that a current, commencing to flow in L", tends 
to induce two currents in the opposite direction to 

Fig. I. 

itself, one in the wire L" and the other in the wireL°; 
that both currents are of the same strength, because 
the average distance of l" and L' from the disturb- 
ing wire I-' is the same ; and that the telephones a 
and b are silent, because they are acted upon by two 
equal and opposite forces. The above theory seems 
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at first sight to be correct, and indicates the h'ne of 
explanation adopted in many works treating of the 
subject.* 

I have made a number of experiments which seem 
to prove tliat, in the case described, the inductive ac- 
tion, instead of tending to produce a simple current 
in each side of the metallic circuit, actually does pro- 
duce a number of different currents in each wire and 
in both directions. 

In Fig. 2, l' and l' are two well-insulated copper 
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wires, five hundred feet long and three feet apart. 
These wires are joined together at each end through 
an ordinary telephone. L' is a well insulated wire 
similar to the other two and placed within one- 
half an inch of l'. At one end of l' is placed a Blake 
transmitter T, and at the other end is placed a sub- 
scriber's bell s; l' being grounded at both ends as 
shown. When the transmitter T is operated, either 
by speaking into it or by vibrating a powerful tuning- 

* " A Handbook of Practical Telegraphy," R. S. CuUey, 1885, p. 
330. "The Telephone," Preece & Maier, 1889, p. 134. "Die 
Technik des Fernsprechwesens," Dr. V. WietUsbach, 1886, p. 135. 
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fork in front of it, disturbances are produced at the 
end telephones. 

If telephones are inserted at the centre of L^ and 
L°, it is found that at those points no sound is heard, 
while the noise of the end telephones continues as 
before. This constitutes a simple case of inductive 
disturbance, and can only be explained by assuming 
that the wire L' acts electrostatically upon the cir- 
cuit composed of l" and l', or, in other words, that we 
are dealing with a system of condensers in series, of 
which l' constitutes one plate, the earth another, and 
the wires l' and l' two intermediate plates, which 
are joined together through the end telephones. 

Let us assume that at a given instant the height 
of potential along the wire l' is represented by the 
lines a b and c d, and the charge upon L' by the rect- 
angle abed. The presence of this charge, which we 
will say is of the minus sign, is accompanied by 
an equal but plus charge on l'. This produces a 
minus charge on the wire l', which in turn acts upon 
the earth. Now we will assume that the potential 
on l' is reduced to zero. This causes a restoration of 
the equilibrium in the circuit composed of ll and L', 
which is accompanied by a set of currents as repre- 
sented by the arrows. The plus charge on L°, flow- 
ing through the end telephones, neutralizes the mi- 
nus charge on L°, thus leaving a neutral point at the 
centre of each of the wires l" and L^ 

In this and the succeeding experiments the in- 
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cliiced charges are represented by rectangles. This 
is not a strictly accurate method, but as an error in 
this respect only affects the result quantitatively, and 
cannot alter the conclusions, I have adopted it on ac- 
count of the simplicity of treatment which it permits. 
The potential along the wire L' at a given instant 
is represented as being constant, as it is found that, 
owing to the high impedance in the instruments, 
there is practically no fall of potential in the wire it- 
self. Furthermore, it was found in the experiments 
about to be described that the results were the same 
whether the disturbing wire was open or connected 
to earth through the bells. There would be a fall of 
potential along the wire l' if it were of such a length 
as often found in practice, and the distribution of 
the charge would be modified accordingly. But as 
this fact would only affect the location of the neutral 
points, the question of the fall of potential will not 
be taken into consideration, and the disturbing wire 
will be shown open at one end. 



^ iL ^^^ sz ~y^ 



Fig. 3. 



Fig. 3 shows the same circuits as used in the pre- 
vious experiment, except that the wires V and L" are 
caused to change places at their centres, but are con- 
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tinued in the same plane, as in Fig. 2. This is what 
is called a " transposition." The telephones at the 
ends and in the middle are retained as before. 
Under these conditions, when the transmitter is oper- 
ated, a diminished sound is heard at a and b ; and x 
and y, instead of being silent, as in the first case, now 
emit a sound of the same intensity as a and b. When 
telephones are placed at the quarters, /, m, n, 0, the 
sounds at a b and x y continue as before, but nothing 
is heard at /, m, n, o. The effect of this one trans- 
position has been to reduce the disturbance at the 
end telephones a and b, and to cause a shifting of 
the neutral points from the centres to the quarters, 
and an increase of their number from two to four. 

An examination of the induced charge shows how 
these results have been brought about. It will be 
seen by reference to Fig. 3, that there is on the first 
half of l" a positive charge, and on the second half a 
negative charge, and on the first half of L^ a negative 
charge, and on the second half a positive charge. 
When the positive charge on l" discharges, half of it 
goes through the telephone a, and half through the 
telephone y. The positive charge on l' escapes in a 
similar manner, half going through telephone x, and 
half through telephone b. This produces four cur- 
rents, two starting from point/ and two starting from 
the point n. One of the currents from / meets a cur- 
rent at 0, coming from the point n, and one of the 
currents starting at the point n meets a current at m, 
16 
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which started from /. The currents flowing through 
the end telephones in this case are not so strong as 
when no transposition is employed, because they are 
due to an induced charge which is represented by an 
area half as great. It is found that as the number 
of transpositions is increased, the number of neutral 
points is also increased, and that the area represent- 
ing the charge which escapes through the end tele- 
phones is reduced. To obtain silence, therefore, it is 
necessary to increase the frequency of transpositions 
until the discharge through the end telephones is so 
small as not to produce sounds therein. Fig. 4 
shows a circuit containing three transpositions, one at 
the centre and one half-way between the centre and 
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each end. In this case, if we could neglect the resist- 
ance of the telephones, the current going through the 
ends would be reduced to one-fourth of its original 
proportions, and eight neutral points would be pro- 
duced, one in each wire at the centre of each trans- 
position. 

In practice the impedance of the telephones must 
be taken into consideration, so that, if in Fig. 3 the 
middle telephones x and _y were omitted, the neutral 
points would be found to move toward the ends, and 
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the currents flowing through the end telephones 
would be correspondingly reduced. 

According to this theory of transpositions, if the 
instruments and distances between wires on a given 
circuit remain constant for a given period of alterna- 
tions in the disturbing wire, the number of transposi- 
tions necessary to obtain silence will depend on the 
E. M. F. of the disturbing wire, and the specific induc- 
tive capacity of the dielectric. An increase in the 
value of either of these factors will, if silence is to be 
maintained, require additional transpositions, their 
number depending upon the value of the change 
which is made. 

Where the disturbing wire is placed at an equal 
distance from both sides of a metallic circuit, no 
noise is produced in telephones located in that cir- 
cuit, and a balance once being obtained, it is inde- 
pendent of both the E. M. F. of the disturbing wire 
and the specific inductive capacity of the dielectric. 
Fig. 5 shows such an arrangement of circuits — L" and 
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l' are the two wires composing the metallic circuit 
placed the same distance apart as before, and the 
disturbing wire is at an equal distance from both. 
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When the disturbing wire is in operation, no sound 
is heard at the end telephones, or at telephones lo- 
cated at the centres. This may be accounted for by 
assuming that at a given instant a negative charge is 
on the disturbing wire, which produces a positive 
charge on the inside of L° and L° and a negative 
charge on the outside of those wires ; and that when 
the charge is removed from the disturbing wire, a set 
of currents is set up in the wires L" and l" in a direc- 
tion at right angles to their axes, as shown by the 
arrows. In this case the flow is lateral, and no cur- 
rent passes through the end telephones or through 
telephones located at the centres. It will thus be 
seen that this method of arranging wires differs es- 
sentially in its action from the plan of using trans- 
positions. Unfortunately, however, its practical ap- 
plication is limited to two circuits. 

Where the disturbing wire occupies the position 
shown in Fig. 5, the flow in the conductors is lateral 
only when the wires L'" and \} are insulated frorri the 
earth. If a ground be attached to the centre of l', 
as shown in Fig. 6, the flow of current becomes lon- 
gitudinal, and the telephones a and b are found to be 
affected by loud disturbances, while the telephone x, 
at the centre of L", is found to be silent. This is be- 
cause the disturbing wire, which we will say is nega- 
tively charged, induces a positive charge upon l' 
and l' and a negative charge upon the earth. The 
discharge in this case is effected by two currents 
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starting from x, which thus becomes a neutral point, 
and passing through the end telephones to the 
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Fig. 6. 



ground, as shown by the arrows. If the ground be 
removed from the point y toward the telephone a, 
the neutral point will be found to move toward tele- 
phone b, and if the ground be put at the centre of 
resistance of the telephone a, the neutral point will 
be found to be at the centre of the telephone b. 
This is well illustrated in Fig. 7, where a and b are 
telephones of special construction, admitting of the 
attachment of grounding keys k' and k" at their re- 
spective centres. In this instance, when the disturb- 
ing wire is in operation and both keys open, no 
sound is heard at any of the telephones, the flow of 
current being lateral. If the key K' be closed, sound 
is immediately heard at telephones x and y located 
at the centres of \} and L°, but the telephones a and 
b are still silent. This is because the charge and 
discharge take place along the conductors L° and l' 
to and from the earth at K', thus passing through x 
and y, a being silent because the currents go through 
it differentially, and b is silent because it is located 
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at a neutral point. To prove that current flows 
through telephone a, another telephone may be in- 
serted in the ground branch at K", and it will be 
found to be loudly affected. If both keys K' and \C 
are closed, silence is again obtained in the four tele- 
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Fig. 7. 

phones «, b, x, y. In this case the charge and dis- 
charge from the wires l" and l' divide at the centre 
and flow back and forth at both ends, x and y being 
silent because they are at neutral points, and a and b 
are not affected by the currents which flow through 
them because of the differential action referred to. 

Two systems have now been described, one in 
which the induced current is lateral, and the other 
in which it is longitudinal. I think it follows from 
the foregoing experiments that where wires are 
twisted about each other, as shown in Fig. i, both of 
these actions are combined. At the left hand of 
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Fig. 8 a cross-section of the three wires L', L°, and 1/ 
[Fig. i] is shown. In this position the wires occupy 
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a place with reference to each other exactly as in 
Fig. 2, and the tendency of the disturbing wire is to 
cause a longitudinal flow in L' and l'. If repeated 
cross-sections of these wires are made, a point will 
be reached at which the three wires are disposed as 
shown at the right hand of Fig. 8, where it is seen 
that the disturbing wire L' is at an equal distance 
from l" and L^, and the tendency is to produce a lat- 
eral flow. The actual currents produced must be 
the resultant of these two actions. 

Fig. 9 shows a plan quite different in principle 
from anything heretofore employed. It is of interest 
not so much on account of any practical application 
which it may have at present, but because it is a 
very striking proof of the electro-static nature of in- 
ductive cross-talk between telephone circuits, l', 
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l", and L° are the same wires as used in the previous 
cases, l' being half an inch from l", with the addi- 
tion of an extra wire, L*, placed half an inch from L° 
and joined by a conductor w with the disturbing 
wire l'. l" and l" are three feet apart. When in 
this condition the transmitter is operated, no dis- 
turbance whatever is heard in the end telephones ; if 
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the wire lo be disconnected, the usual noise is heard, 
but is found to disappear as often as L' and L" an; 
joined together. This action is explained by the 
fact that L* is at the same potential as l', on account 
of being joined to it by the wire iv, and acts with 
the force on l' that L' does on L°. The flow in this 
case is lateral, as indicated by the arrows ; and the 
telephones are silent. 

Neutral points maybe produced in a circuit by the 
use of shunts. Fig. lO shows the usual arrangement 
of circuits with the telephones « and b at the ends, and 
another telephone x, of equal impedance, branched 
between the two wires at the centre. In this case 
four neutral points are found, two in each wire. The 
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currents produced by the discharge are indicated by 
the arrows. Thus, by the addition of one shunt, the 
disturbing currents in the end telephones have been 
reduced one-half. If similar shunts were placed at 
the quarters, the currents at the end telephones 
would be still further reduced to one-quarter of their 
original strength. 

This plan is not a practicable one, because of its 
shunting effect on the telephone current, but is of 
value as showing one of the actions which occur 
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when instruments are bridged into metallic circuits. 
It is interesting to note that in Fig. 10 the telephone 
X is affected by a current twice as great as that which 
flows through either of the end telephones. 

Before closing I shall describe one more experi- 
ment. In Fig. II, l' is the disturbing wire and l" 
is a grounded telephone circuit placed half an inch 
from l\ At the centre of L" there is an ordinary 
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telephone repeating coil or transformer, c, containing 
two windings, e and/, of copper wire, each having a 
resistance of 160 ohms. One end of each winding is 
grounded, and the other end is connected to the line 
as shown. Assuming that the impedance of each 
telephone is equal to that of each coil of the trans- 
former, a neutral point will be found at the centre of 
each half of l", and the disturbing currents flowing 
through the end telephones will be only half as 
strong as though the transformer were omitted. If, 
now, the connections of the transformer be reversed 
so that the discharges from the two sections of line 
pass through it in opposite directions, no magnetism 
will be produced in the core k, and consequently the 
transformer coils offer an easier path to the discharge. 



250 Appendix. 

This causes the neutral points to move toward the 
end telephones, and consequently reduces the disturb- 
ance still further. 

I have not had an opportunity of trying this ex- 
periment with a transformer whose coils contained a 
lower copper resistance and a high inductance, but 
according to theory we might expect that such a 
transformer having its coils connected differentially, 
should free a grounded line of considerable length 
from cross-talk and other electro-static disturbances. 
The number of such coils which can be worked in a 
given line is of course limited, but with properly de- 
signed apparatus a large number of them might be 
used. This arrangement is also interesting when 
considered with reference to electro-magnetic induc- 
tion, and brings to mind a question as to whether 
we may not at some future time abandon the use of 
metallic circuits and again make use of Steinheil's 
discovery. 

In the discussion on this paper, Mr. Thomas D. 
Lockwood, although acknowledging that Mr. Carty 
was correct in attributing a large share of the dis- 
turbance to electro-static influences, yet maintained 
that insufficient importance was given to the effect 
of electro-magnetic induction. He said, also, that 
while the twisted metallic circuit " is indeed a speci- 
fic against electro-magnetic inductive disturbance, it 
also tends to increase the retarding effect of electro- 
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static induction exercised between the two wires of 
the circuit." The correctness of this view may be 
very seriously questioned. 

Mr. Lockwood further calls attention to the fact — 
which had long been recognized, and which was 
mentioned by Mr. Carty in a previous paper — that an 
electro-static charge, while it is changing, is an elec- 
tric current. The action must therefore be a com- 
pound one, and electro-magnetic induction must be 
a factor in causing disturbances. 

This same point was mentioned by several others 
who took part in the discussion. It is not denied by 
Mr. Carty, and in fact he has in several places dis- 
tinctly stated that electro-magnetically induced cur- 
rents must exist. His experiments, however, show 
quite clearly that in comparison with electro-static 
influences, under the conditions usually met in prac- 
tice, the electro-magnetic induction is negligibly 
small. His account of further experiment sustain- 
ing him in this view was as follows : 

" I will now show what I consider the most favor- 
able condition for creating electro-magnetic induction 
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between two telephone wires. That [indicating T, 
Fig. 12] represents the coil of a long-distance trans- 



2 52 Appendix. 

mitter sending the most powerful telephone current 
that it is now possible to generate. L' represents the 
wire connected to earth. It may be, we will say, 
200 feet long. Parallel to it, and an eighth of an 
inch away, we will place another telephone circuit. 
These wires may have an insulation of 10,000 meg- 
ohms, and the resistance might be considered as one 
ohm. Now, a current resulting from a given note in 
the transmitter through the wire L', produces a series 
of changes in the magnetic field surrounding it, and 
that action is roughly explained by assuming that 
the current starting in l' induces a current in l" in 
the opposite direction, and that the induced current 
will flow through both telephones a and b. Now, it 
is a fact that under those conditions absolutely no 
sound is heard in the telephones a or b. 

" That represents the strongest current that it is 
possible to produce by that transmitter^ — the strong- 
est changes — and consequently we should have the 
greatest fluctuation in the magnetic field surrounding 
the wire L' ; but under those circumstances there is 
absolutely no disturbance whatever effected in the 
telephones a ox b located in L\ That, I think, is a 
crucial test. 

" Now, I will describe an experiment which I made 
with those same wires. We will open the wire L' 
(Fig. 13) at the far end. Then, when the transmit- 
ter is operated, noise is immediately found at the 
telephones a and b, located at the ends of the second- 
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ary wire, and if a telephone, c,be located at the exact 
centre of impedance it will be found to be silent. 
When the wire L' is opened at the far end we have 
the maximum electro-static and the minimum elec- 
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Fig. 13. 

tro-magnetic action ; when it is closed we have the 
maximum electro-magnetic action and the minimum 
electro-static action. The reason that the electro- 
static action is slight in Fig. 12 can be seen from Fig. 
14. Assuming that m n represents the height of po- 
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tential of the transmitter, the resistance of the cir- 
cuit is mostly in the transmitter, and the fall of po- 
tential therein is very sudden. At any point along 
the wire l' the potential would be practically zero, 
as shown by the dotted line op. 

" I wish to show another experiment in proof of the 
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fact, or what I think is a fact, that electro-magnetic 
induction is negligible when we consider the action 
that goes on between two telephone circuits. 1 ex- 
pressly limit the statement to the action between 
telephone circuits, and I am not discussing disturb- 
ances in general, but merely inductive cross-talk. 
Now, I will draw a line — L" — (Fig. 15), similar to the 



1/ . T 

... ' ■ ■ ■ - ■ I VWWMr- 



t^ 



^ ^ 



Fig. 15. 

one I used before, and we will assume that the cir- 
cuit is completed by a return wire of no resistance, 
or of very low resistance, entirely outside of the field 
of disturbance, so as to eliminate all questions of 
leakage through the earth. We will say that L' is 
grounded on a gas-pipe. We then have the disturb- 
ing wire as before, and when the transmitter is oper- 
ated, loud tones are heard at the end telephones, a 
and b, thus : If this were entirely due to the creation 
of an electro-magnetic field around the disturbing 
wire, the effect on the secondary wire would be in- 
creased by short-circuiting one of the telephones by 
the key k. Now, it is found that when this is done, 
instead of increasing the sound in the other tele- 
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phone, it absolutely removes it. Now, the case just 
described is another condition where you should get 
an increase of electro-magnetic action, if the disturb- 
ance is due to the magnetic field ; but the noise, in- 
stead of increasing, disappears entirely. Now, you 
will see how beautifully the thing may be explained 
by assuming that the disturbance is due to direct 
electro-static action. In this case we will say that the 
wire \}, at a given instant, has a plus charge upon it 
which induces a minus charge on l'. Now, when 
the inducing charge is removed, the induced charge 
divides and flows away at both ends. But as there 
is a great deal of resistance in telephone b, and prac- 
tically no resistance in key k, the charge and dis- 
charge of l" takes place up and down through the 
key end, and none of it goes through the telephone 
b. Now, I think that is a complete refutation of the 
statement that any portion of the noise produced in 
the telephone is due to electro-magnetic action. 
There is no doubt about it that when the current is 
going through L", in the act of charging it, that there 
is a magnetic field surrounding that current, but I 
have shown that it is so feeble that it does not pro- 
duce any effect in the telephone ; that is, the action 
that is due to the electro-magnetic field is so feeble 
that the ear is not able to tell whether it is present 
or not." 

In reply to a question by Mr. George B. Prescott, 
Jr., as to whether any experiment had been tried, 
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using a powerful current as a disturbing source, Mr. 
Carty says : 

" Now, in this case, T, Fig. 12, represents a vibrator 
connected with a large battery. We had a very 
powerful current flowing through that wire, L". The 
current was constantly vibrating, and it was a very 
strong current, indeed. Now, in that case 1 used 
the same secondary wire, and a telephone in the 
centre, and then we found a noise in all three tele- 
phones, just exactly what you should expect in deal- 
ing with electro-magnetic induction. You would 
expect to find a current at a given instant, with very 
slight differences, constant in all parts of the circuit ; 
that is, you would expect to find as much noise at 
the centre telephone as at the end telephone. You 
would expect that if this middle telephone was 
short-circuited the noise would be increased at the 
end telephones, and then you would further expect 
that if one end telephone were short-circuited, that 
the remaining one would be still louder. That was 
the case. Now, consider the circuit with the middle 
telephone cut out and one end telephone cut out, and 
the other end telephone giving a loud noise, with a 
strong current in L' ; but with the strongest tele- 
phone current we could produce in l' there was no 
noise there at all. And further than that, the meth- 
ods of every-day practice have been changed to meet 
these views, and our predictions and calculations, 
based on this way of working, are invariably correct. 
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All of our cables, which are twisted in pairs, are sub- 
jected to a very rigid cross-talk test, and some of the 
refinements which have to be taken into considera- 
tion in making those tests are certainly most sur- 
prising." 

From data furnished by Mr. Carty, Mr. A. E. 
Kennelly made some calculations "on the relative 
degree of disturbance caused by electro-static and 
electro-magnetic induction between certain simple ar- 
rangements of telephone circuits." He found that 
with the arrangement shown in Fig. 2 of Mr. Carty 's 
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paper, the ratio of static to magnetic disturbance is 

'^ "' "' where « = the mutual electro-static capac- 
2 /i 

ity of I,, and L^ per centimetre of length; fi — mu- 
tual induction of I,, and L, per centimetre of length ; 
(o, = impedance in the circuit of L, ; eOj = imped- 
ance in the circuit of L„. 

" Provided, then, that the impedance of the pri- 
mary circuit at the receiving end is always large, the 
ratio of static to magnetic disturbance will be ap- 
proximately expressed by this equation." 
17 
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Giving the quantities in this expression the proper 
values for the case shown in Fig. 2, the impedance 
«, is found to be nearly twenty times greater than 
that needed to produce equality between the two 
kinds of disturbance, " and, roughly, the static dis- 
turbance in Fig. 2 may be estimated as twenty times 
greater than the magnetic." 
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lantern rests. . . The book is very full of useful detail, and is eminently 

practicable. . . Will assuredly be warmly welcomed by teachers and 

lecturers. " — Nation, N. Y. 

"A practical guide for those who wish to gain exact knowledge about pro- 
jections, and instruments for such work. We commend its perusal to those 
interested in any line of work requiring lantern illustrations.'' — Sidereal Mes- 
senger. 
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ELEMENTARY PHYSICS. 

By Mark R. Wright, author of "Sound, Light, and Heat.'' With 238 
Illustrations. i2mo. 256 pages. 80 cents. 

This work will serve as a suitable text-book for any class beginning the 
study of physics. The leading facts are brought under the notice of the stu- 
dent by easy experiments that do not demand expensive apparatus. Full in- 
structions are given for the construction of the apparatus, in the text, or in the 
appendix. The author believes that in early lessons it is inadvisable to trouble 
the student either with theories or with the generalizations that prove such a 
valuable aid to the advanced student. 

BOWDOIN COLLEGE. 

" I consider it very well adapted to beginners in the science. The long list 
of experiments affords ample material from which a course of any length may 
be adapted. The whole trend of the book is in the right direction— the teaching 
of physics by experiment."— C. C. HUTCHINS, Brunswick, Me. 

" It should take high rank, and come into wide use among our schools." — 
r.ducatu'ii, Boston. 

"This book possesses considerable merit. The matter contained in it is 
just about as much as would cover the course usually taken in a year's school 
work ; the explanatory text is couched in the clearest language, and the ex- 
periments described are capable of being easily brought to a successful termi- 
nation. . . . The book compares most favorably with any written for Ihe 
purpose of imparting a rujimentary knowledge of magnetic and electrical phe- 
nomena." — Nature. 

"The treatment is simple and clear, and the experiments given are admir- 
ably chosen ; by their aid the subject is logic iliy developed, and they are such 
as can be performed with very simple apparatus. . . Altogether, this is 

one of the best primary books on physics that we have seen." — Crilic, New 
York. 

PRACTICAL PHYSICS. 

By R. T. Glazedrook, M.A., I'.R.S., and W. N. SiiAVV, M.A., Demon- 
strators at the Cavendish Laboratory, Cambridge. With Woodcuts. 
(Text-Books of Science.) Fourth Edition. Revised and Enlarged. 
Crown 8vo. 260 pages. ij2.50. 

This book is intended for the Assistance of Teachers and Students in Physi- 
cal Laboratories, It contains chapters on Physical Measurements, Units of 
Measurements, Physical Arithmetic, Mea.surenient of the more .Simple Quanti- 
ties, Measurement of Mass and Determination of Specific Gravities, Mechanics 
of Solids, Liquids, and Gases, Acoustics, Thermometry, and Expansion. Cal- 
orimetry, Tension of Vapor and Hygrometry, Photometry, Mirrors and Lenses, 
Spectra, Refractive Indices and Wave-Lengths, Polarized Light, Color Vision, 
Magnetism, Electricity, I'^xperiments in the Fundamental f'roperties of Electric 
Currents, Ohm's Law, Galvanometric Measurement of a Quantity of Electric- 
ity, etc., etc. 
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SOUND, LIGHT, AND HEAT. 

By Mark R. Wright, author of ' ' Elementary Physics." With 162 Illus- 
trations and Diagrams. i2mo. 272 pages. 80 cents. 

This volume is an elementary text-book on Sound, Light, and Heat, treated 
experimentally. It is essential that the experiments should be performed. 
The numerical results which illustrate the text should not take the place of 
measurements made by the student. The experiments demand no expensive 
apparatus ; the aim has been to avoid elaborate instruments ; descriptions of 
the apparatus used appear in the book or in the appendix. Examples are 
given frequently throughout the work. 

HEAT. 

A Manual for Students in Advanced Classes. 
By Mark R. Wright. With numerous Illustrations and Diagrams. Crown 
8vo. [Nearly Ready.] 



PHYSICAL OPTICS. 

By R. T. Glazebrook, M.A., F.R.S., Fellow and Lecturer of Trinity 
College ; Demonstrator of Physics at the Cavendish Laocratory, Cam- 
bridge. With 183 Woodcuts of Apparatus, etc. (Text-Books of 
Science.) i2mo. 448 pages. $2.00. 

Contents. — Wave Motion, The Rectilinear Propagation of Waves, Reflection 
and Refraction, Prisms and Lenses, Interference, Colors of Thin Plates, Dif- 
fraction, Dispersion and Achromatism, Spectrum Analysis, Absorption and 
Anomalous Dispersion, Double Refraction, Refraction and Reflection of Polar- 
ized Light, Interference of Polarized Light, Circular Polarization, Electro- 
Optics, The Velocity of Light, etc., etc. 

THEORY OF HEAT. 

By J. Clerk Maxwell, M.A., etc., etc. Tenth Edition, with Corrections 
and Additions by Lord Rayleigh, Sec. R. S. (Text -Books of 
Science.) i2mo. 357 pages. $1.50. 

The aim of this book is to exhibit the scientific connection of the various 
steps by which our knowledge of the Phenomena of Heat has been extended. 
It treats of Thermometry, Calorimetry, Lines of Equal Temperature on the 
Indicator Diagram, Adiabatic Lines, Heat Engines, Latent Heat, Thermo- 
dynamics of Gases, Free Expansion, Determination of Heights by the Barom- 
eter, Radiation, Convection Currents, Diffusion of Heat by Conduction, 
Diffusion of Fluids, Capillarity, Elasticity and Viscosity, Molecular Theory of 
the Constitution of Bodies, etc., etc. 

*^ For other books o?i the subjects of Sound, Light, and Heat, see Longmans, 
Green, &= Co.'s Educational Catalogue. 
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EXPERIMENTAL CHEMISTRY FOR STUDENTS. 

By J. Emerson Reynolds, M.D., F.R.S., Professor of Chemistry, Uni- 
versity of Dublin ; Examiner in Cliemistry, University of London. Fcp. 
Svo, with numerous Woodcuts. 
Part I. Introductoiy. 45 cents. 

Part II. Non- Metals, with an Appendix on Systematic Testing for 
Acids. 75 cents. 

Part III. Metals, and Allied Bodies. I1.05. 

Part IV. Carbon Compounds or Organic Chemistry. $1.20. 

Part I. contains 80 Experiments dealing with first principles and with the 
chemistry of the typical elements, Hydrogen and Oxygen and their compounds. 
With 50 Illustrations of Experiments and .Apparatus. 157 pages. 

Part II. treats of the Non-Metals, and has an Appenrtix on Systematic Test- 
ing for Acids ; it contains 267 Experiments and 60 Illustrations of Apparatus. 
302 pages. 

Part 111. treats of the Metals and Allied Bodies, and has an Appendix of 
Analytical Tables for IJualitative Analysis of Metallic Solutions. It contains 
317 Experiments and 27 Illustrations, etc, 327 pages. 

Part IV. Cliemistry of Carbon Compounds, or Organic Chemistry, with an 
Appendix on Ultimate Organic Analysis ; 151 Experiments and 21 Illustrations 
of Experiments and Apparatus. 396 pages. 

CHEMICAL LECTURE EXPERIMENTS: Non-Metallic Ele- 
ments. 

By G. S. Newth, F.I.C, Chemical Lecture Demonstrator in the Royal Col- 
lege of Science, South Kensington. With 224 Illustrations. Svo. pp. 
330, I3.00. 

The object of this book is twofold. First, it is intended to supply chemi- 
cal lecturers and teachers with a useful repertoire of experiments, suitable for 
illustrating upon the lecture-table the modes of preparation, and the properties, 
of the non-metallic elements and their commoner and nnjre important com- 
pounds. The author has therefore given such full directions for the prepara- 
tion and performance of the various experiments described as will enable any 
experimenter to successfully repeat them. 

No account of any experiment has been introduced into the book upon the 
authority solely of any verbal or printed description, but every experiment has 
been the subject of the author's personal investigation, and illustrated in every 
case, with the exception of three, by woodcuts made from original drawings. 

It has, also, been the author's object to furnish the chemical student with a 
book which shall serve as a companion to the lectures he may attend — a book in 
which he will find fully described most, if not all of the experiments he is likely 
to see performed upon the lecture table, and which will therefore relieve him 
from the necessity of laboriously noting them, and often sketching the appa- 
ratus used. In this way the student will be spared much unnecessary and dis- 
tricting work during the lecture, and will therefore be better able to give his 
undivided attention to the explanations or arguments of the lecturer. 

Further to meet the wants of the chemical student, the equations represent- 
ing the various reaclions which are described in the book are given ; and, al- 
though this work is not designed to take the place of any existing text-book, it 
has been so arranged that the student may learn from it the methods of prep- 
aration and most of the important properties of the non-metallic elements and 
their more common compounds. 
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